Grant, Meredith 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Seymour, Mark 

Wednesday, July 26, 2017 8:57 AM 
Denson, Dionne 

Barrett, Sidney; Jacobson, Lara; Wesley, Kisha; Rudd, Lee 

FW: *New Contract* Life Resources of Georgia, Inc. 40500-040-17172496 

Life Resources_2496.pdf 


Dionne, 


The new contract has just been emailed to Life Resources of Georgia (see below). 


Mark 


Mark Seymour, GCPA, CPP, CPPM 

Director 

Procurement Services 

Georgia Department of Public Health 

2 Peachtree St, NW, 9th Floor 

Atlanta, Georgia 30303 

Phone: (404)232-1100 

Fax: (770) 408-5558 

Mobile: (404) 229-0731 

Email: mark.sevmour@dph.qa.gov 

DPH online: www.dph.qa.qov 

DPH on Facebook: www.facebook.com/GaDPH 

DPH on Twitter: www.twitter.com/GaDPH 

We value your comments! Please take a moment to tell us how we are doing by completing our Procurement Services 
Supplier Satisfaction Survey. 

https://www.survevmonkev.eom/s/763JVHH 


From: Fanner, Danika 

Sent: Wednesday, July 26, 2017 8:47 AM 

To: christina@liferesourcesga.com 

Cc: Richmond, Jamillia <Jamillia.Richmond@dph.ga.gov>; Seymour, Mark <Mark.Seymour@dph.ga.gov> 
Subject: *New Contract* Life Resources of Resources, Inc. 40500-040-17172496 


*Please acknowledge receipt of email* 


Good morning. 

Attached to this email is contract 40500-040-17172496 between Life Resources of Georgia, Inc. and the Georgia 
Department of Public Health (DPH) to serve as the contract management agency responsible for administering the 
Positive Alternatives for Pregnancy & Parenting Program. 


Notes: 
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1. The dollar amount indicated on the cover page, as well as in the line item budget (page 128), includes the 
provider costs as determined by the state entity in accordance with solicitation DPH0000126-Positive Alternatives for 
Pregnancy 2017 Section 1.1 Purpose of Procurement. 

2. If the Contractor plan to employ subcontractors for any portion of this agreement, please let me know as 
additional documentation is required for our files. 

Please review the contract thoroughly to ensure mutual agreement as to the content, sign, and return by noon Friday, 
July 28, 2017. 

NOTICE: Please do not contact us with requests or suggestions for changes to the standard form contract language. The 
Georgia Department of Public Health awards hundreds of contracts each year. We utilize standard form contracts that 
were designed to be short, simple, and fair to both parties. Due to the sheer volume of our contracts, we are unable to 
individually negotiate changes to the standard terms and conditions of our contracts. Thank You. 

Action is required on the following pages: 

Page 1, Signature 

Page 16, Vendor Lobbyist Disclosure 

Page 25, Contractor Affidavit (requires notary) 

Pages 142-143, Certificate of Insurance 

Pages 145, 148-150, Business Associate Agreement 

Electronic document signatures and scanned documents with handwritten signatures sent as attachments to e-mail, as 
well as faxes are acceptable and legal forms of communication. If you wish to return electronically using one of these 
methods, please e-mail the signed document(s) to Danika.Fanner(S)dph.ga.gov or fax to 770-408-5525. 

For returning via traditional postal or parcel service, please print one (1) copy of each, complete and sign all applicable 
pages and return to the following address: 

Georgia Department of Public Health 
Procurement & Contract Services Section 
2 Peachtree Street, N.W., 9-212 
Atlanta, Georgia 30303-3159 
Attention: Jamillia L. Richmond 

Upon receipt of the documents, the DPH Leadership signature will be obtained and executed copies will be emailed 
and/or mailed to you for your records. 

If you have any questions you may contact me at 404-232-1143 or via email at Danika.Fanner(S)dph.ga.gov . 

Thank You, 

Danika 

Danika S. Fanner, GCPM 

Procurement Manager 

Procurement Services 

Georgia Department of Public Health 

2 Peachtree Street NW, Suite 9-212 

Atlanta, Georgia 30303 

Phone: 404-232-1143 

Fax: 770-408-5525 
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Email: Danika.Fanner@dph.qa.qov 


We value your comments! Please take a moment to tell us how we are doing by completing our Procurement Services 
Supplier Satisfaction Survey. 

https://www.survevmonkev.eom/s/763DVHH 


Reader Advisory Notice: Emaii to and from a Georgia state agency is generaiiy pubiic record, except for content that is confidentiai under specific iaws. 
Security by encryption is appiied to aii confidentiai information sent by emaii from the Georgia Department of Pubiic Heaith (DPH). This message is oniy 
intended for specific recipient(s) and may contain priviieged, private or sensitive information, if you received this message in error, piease deiete it and 
contact me. 
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Georgia Department of Public Health 
Contract for Services 


Solicitation Title 

Positive Alternatives for Pregnancy 2017 

Solicitation Number 

DPH0000126 

Contract Number 

40500-040-17172496 

1. 

This Contract is entered into between the Georgia Department of Public Health and the Contractor named below: 


Life Resources of Georgia, Inc. (hereafter called Contractor) 



2. 

Contract to Begin: Date of Completion: 

6/30/2017 6/29/2018 

Renewals: 

Four (4) 


3. 

Performance Bond, if any: 

N/A 

ether Bonds, if any: 

N/A 



4. Maximum Amount of this Total Financial Obligation of the Total Financial Obligation of the Department 

Contract: Department for the First Fiscal for each Renewal Period if Renewed: 

$3,000,000.00 Year: TBD 


$3,000,000.00 

IN WITNESS WHEREOF, this Contract has been executed by the parties hereto. 

5. 

Life Resources of Georgia, inc. (hereafter caiied Contractor) 


Contractor's Name (If other than an individual, state whether a corporation, partnership, etc.) 


By (Authorized Signature) 


Date Signed 


Printed Name and Title of Person Signing 


Address 


6 . 

Georgia Department of Pubiic Heaith (hereafter caiied “DPH” or “Department”) 


By (Authorized Signature) 


Date Signed 


Printed Name and Title of Person Signing 


Address 

2 Peachtree St. NW, 15"’ Floor, Atlanta, GA 30303 


7. Authorized Person to Receive Contract Notices for 
Department: 

Business Owner: 

Diane Durrence 

Georgia Department of Public Health 
2 Peachtree St. NW, 11*" Floor 
Atlanta, GA 30303 
Phone: 404-657-2742 
Email: Diane.DurrenceiSjdph.qa.gov 

Contract Administrator: 

Jamillia L. Richmond 

Georgia Department of Public Health 

2 Peachtree St. NW, O*** Floor 

Atlanta, GA 30303 

Phone: 404-232-1142 

Email: Jamillia.Richmond@.dph.qa.gov 


Authorized Person to Receive Contract Notices for Contractor: 


Business Contact: 

Christina Middleton 

Life Resources of Georgia, Inc. 

Phone: 678-622-5947 

Email: christina@liferesourcesqa.com 

Physical Location: 

6405 Sugarloaf Parkway 
Duluth, GA 30097 

Mailing Address: 

P.C. Box 6375 
Macon, GA 3102 


8. The parties agree to comply with the terms and conditions of the following attachments which are by this reference made a part of 
the Contract: 


Georgia Department of Public Health 


Page 1 of 150 

























Attachment 1: Department of Public Health Terms and Conditions for Contracts for Services 

Attachment 2: Vendor Lobbyist Disclosure (pursuant to Georgia Executive Order Number 10.01.03.01,2003) 


Attachment 3: External Entities Audit Standards and Sanctions (pursuant to 2 CFR Part 200, 45 CFR Part 75.501, 7 CFR 
Part 277.17 Audit Requirements, O.C.G.A. 50-20-1 through 50-20-8 

Attachment 4: Contractor Work Authorization Affidavit O.C.G.A. 13-10-91 (b)(1) 

Attachment 5: Solicitation (referenced above) 

Attachment 6: Contractor's Final Response 

Attachment 7: Responsibilities. Deliverables and Payment Schedule 
Attachment 8: Insurance Forms 

Attachment 9: Department of Public Health Form GC-00901A Business Associate Agreement 
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Department of Public Health 
Attachment 1 

Terms and Conditions for Services Contracts 


A. DEFINITIONS AND GENERAL INFORMATION 

1. Definitions. The following words shall be defined as set forth below: 

i. "Contractor" means the provider of the Services under the Contract as identified in 
paragraph 1 on page 1. 

ii. “Department” means the Georgia Department of Public Health. 

iii. "Purchase instrument" means the documentation issued by the Department to the 
Contractor for a purchase of Services in accordance with the terms and conditions of 
the Contract. The Purchase Instrument should reference the Contract and may include 
an identification of the items to be purchased, the delivery date and location, the 
address where the Contractor should submit the invoices, and any other requirements 
deemed necessary by the Department. 

iv. "Response", "Contractor’s Response" or "Finai Response" means the 
Contractor’s response to the RFX, including any modifications or clarifications 
accepted by the Department. 

V. "RFX" means the Request for Proposal, Request for Bid, or other solicitation 
document (and any amendments or addenda thereto) specifically identified in the 
Department Standard Contract Form, which solicitation document was issued 
(electronically or by other means) to solicit the Services that are subject to the 
Contract. 

vi. "Services" means the services and deliverables as provided in the RFX and as further 
described by the Response and the Contract. 

2. Priority of Contract Provisions. The terms of this Contract for Services and these Contract 
Terms and Conditions for Services shall control over any contradictory language appearing in 
any other attached contract document. Any contract terms and conditions included on 
Contractor’s invoices shall not bind the Department. 

3. Reporting Requirements. Contractor shall provide all reports required by the RFX. In 
addition, unless otherwise provided in the RFX, Contractor shall keep a record of the 
purchases made pursuant to the Contract and shall submit a quarterly written report to the 
Department. 

B. DURATiON OF CONTRACT 

1. Contract Term. The Contract shall begin and end on the dates specified in the Department 
Standard Contract Form unless terminated earlier in accordance with the applicable terms and 
conditions. 
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2. Contract Renewal. If renewals are authorized on paragraph 2 on page 1, the Department 
shall have the option, in its sole discretion, to renew the Contract for additional one-year terms 
by giving the Contractor written notice of the renewal decision. Upon the Department's 
election, in its sole discretion, to renew any part of this Contract, Contractor shall remain 
obligated to perform in strict accordance with this Contract unless otherwise agreed by the 
Department and the Contractor. The Contract shall be renewed at the same amount with the 
same deliverables unless otherwise agreed upon. 

C. DESCRIPTION OF SERVICES 

1. Specification in Bidding Documents. All Services shall be provided in accordance with the 
specifications contained in the RFX, the terms of the Contract, and as further described in 
Contractor's Response. 

2. Product Shipment and Delivery. All products, if any, shall be shipped F.O.B. destination. 
Destination shall be the location(s) specified in the RFX or any provided Purchase Instrument. 
All items shall be at the Contractor’s risk until they have been delivered and accepted by the 
receiving entity. All items shall be subject to inspection on delivery. Hidden damage will 
remain the responsibility of the Contractor to remedy without cost to the Department, 
regardless of when the hidden damage is discovered. 

D. COMPENSATION 

1. Pricing and Payment. The Contractor will be paid for the Services sold pursuant to the 
Contract in accordance with the RFX and final pricing documents as incorporated by 
paragraph 6 on page 1. Unless clearly stated otherwise in the Contract, all prices are fixed 
and are not subject to variation. Prices include, but are not limited to freight, insurance, fuel 
surcharges and customs duties. 

2. Billings. If applicable, and unless the RFX provides otherwise, the Contractor shall submit, on 
a regular basis, an invoice for the Services supplied to the Department under the Contract at 
the billing address specified in the Purchase Instrument or Contract. The Department shall pay 
all approved invoices in arrears. 

Unless otherwise agreed in writing by the Department and the Contractor, the Contractor shall 
not be entitled to receive any other payment or compensation from the Department for 
Services provided by or on behalf of the Contractor under the Contract. The Contractor shall 
be solely responsible for paying all costs, expenses and charges it incurs in connection with its 
performance under the Contract. 

3. Delay of Payment Due to Contractor’s Failure. If the Department in good faith determines 
that the Contractor has failed to perform or deliver Services as required by the Contract, the 
Contractor shall not be entitled to any compensation under the Contract until such Services 
are properly performed. In this event, the Department may withhold that portion of the 
Contractor’s compensation which represents payment for Services that were not delivered or 
performed. To the extent that the Contractor’s failure to perform or deliver in a timely manner 
causes the Department to incur costs, the Department may deduct the amount of such 
incurred costs from any amounts payable to Contractor. The Department’s authority to deduct 
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such incurred costs shall not affect the Department’s authority to terminate the Contract. 


4. Set-Off Against Sums Owed by the Contractor. In the event that the Contractor owes the 
Department any sum under the terms of the Contract, the Department may set off the sum 
owed to the Department against any sum owed by the Department to the Contractor in the 
Department’s sole discretion. 

E. TERMINATION 

1. Summary Termination. The Department may terminate the Contract for any one or more of 
the following reasons effective immediately without advance notice: 

i. The revocation of loss of any certification or license which Contractor is required to 
have as a condition precedent to providing such Services; 

ii. The Department determines that the actions, or failure to act, of the Contractor, its 
agents, employees or subcontractors have caused, or reasonably could cause, a risk 
to life, health, or safety; 

iii. The Contractor fails to comply with confidentiality laws or obligations; 

iv. The Contractor furnished any statement, representation or certification in connection 
with the Contract or the bidding process which is materially false, deceptive, incorrect 
or incomplete; or 

V. Pursuant to O.C.G.A. Section 50-5-64, if the Department determines, in its sole 
discretion, that appropriated and otherwise unobligated funds are no longer available to 
satisfy the obligations of the Department under this contract. 

2. Termination for Cause. The occurrence of any one or more of the following events shall 
constitute cause for the Department to declare the Contractor in default, and to terminate the 
Contract if such default is not cured to the Department’s satisfaction within thirty days after 
receiving written notice of default: 

i. The Contractor fails to deliver or has delivered nonconforming Services, or fails to 
perform, to the Department’s satisfaction, any material requirement of the Contract, or 
is in violation of a material provision of the Contract, including, but without limitation, 
the express warranties made by the Contractor; 

ii. The Department determines that satisfactory performance of the Contract is 
substantially endangered or that a default is likely to occur; 

iii. The Contractor fails to make substantial and timely progress toward performance of the 
Contract; 

iv. The Contractor terminates or suspends its business, or the Department reasonably 
believes that the Contractor has become insolvent or unable to pay its obligations as 
they accrue consistent with applicable federal or state law; 
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V. The Contractor has failed to comply with applicable federal, state and local laws, rules, 
ordinances, regulations and orders when performing within the scope of the Contract; 

vi. The Contractor has engaged in conduct that has or may expose the Department or the 
State to liability, as determined in the Department’s sole discretion; or 

vii. The Contractor has infringed any patent, trademark, copyright, trade dress or any other 
intellectual property rights of the Department, the State, or a third party. 

3. Termination For Convenience. Following thirty days’ written notice, the Department may 
terminate the Contract in whole or in part without the payment of any penalty or incurring any 
further obligation to the Contractor. Following termination for convenience, the Contractor 
shall be entitled to compensation, upon submission of invoices and proper proof of claim, for 
Services provided under the Contract to the Department up to and including the date of 
termination. 

4. The Contractor’s Termination Duties. Upon receipt of notice of termination or upon request 
of the Department, the Contractor shall: 

i. Cease work under the Contract and take all necessary or appropriate steps to limit 
disbursements and minimize costs, and furnish a report within thirty days of the date of 
notice of termination, describing the status of all work under the Contract, including, 
without limitation, results accomplished, conclusions resulting therefrom, and any other 
matters the Department may require; 

ii. Immediately cease using and return to the State, any personal property or materials, 
whether tangible or intangible, provided by the State to the Contractor; 

iii. Comply with the State’s instructions for the timely transfer of any active files and work 
product produced by the Contractor under the Contract; 

iv. Cooperate in good faith with the Department and its employees, agents and 
contractors during the transition period between the notification of termination and the 
substitution of any replacement contractor; and 

V. Immediately return to the Department any payments made by the Department for 
Services that were not delivered or rendered by the Contractor. 

F. CONFIDENTIAL INFORMATION 

1. Access to Confidential Data. The Contractor’s employees, agents and subcontractors may 
have access to confidential data maintained by the State to the extent necessary to carry out 
the Contractor's responsibilities under the Contract. All information received pursuant to the 
Contract is confidential and shall remain the property of the Department unless otherwise 
designated by the Department. 

i. The Contractor shall provide to the State a written description of the Contractor's 
policies and procedures to safeguard confidential information; 
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ii. Policies of confidentiality shall address, as appropriate, information conveyed in verbal, 
written, and electronic formats; 

iii. The Contractor must designate one individual who shall remain the responsible 
authority in charge of all data collected, used, or disseminated by the Contractor in 
connection with the performance of the Contract; and 

iv. The Contractor shall provide adequate supervision and training to its agents, 
employees and subcontractors to ensure compliance with the terms of the Contract. 

The private or confidential data shall remain the property of the State at all times. 
Some Services performed for the Department may require the Contractor to sign a 
nondisclosure agreement. Contractor understands and agrees that refusal or failure to 
sign such a nondisclosure agreement, if required, may result in termination of the 
Contract. 

2. No Dissemination of Confidentiai Data. No confidential data collected, maintained, or used 
in the course of performance of the Contract shall be disseminated except as authorized by 
law and with the written consent of the State, either during the period of the Contract or 
thereafter. Any data supplied to or created by the Contractor shall be considered the property 
of the State. The Contractor must return any and all data collected, maintained, created or 
used in the course of the performance of the Contract, in whatever form it is maintained, 
promptly at the request of the State. 

3. Subpoena. In the event that a subpoena or other legal process is served upon the Contractor 
seeking records containing confidential information, the Contractor shall promptly notify the 
State and cooperate with the State in any lawful effort to protect the confidential information. 

4. Reporting of Unauthorized Disciosure. The Contractor shall immediately report to the State 
any unauthorized disclosure of confidential information. 

5. Survives Termination. The Contractor’s confidentiality obligation under the Contract shall 
survive termination of the Contract. 

G. iNDEMNiFiCATiON 

1. Contractor's indemnification Obiigation. The Contractor agrees to indemnify and hold 
harmless the State Government Tort Claims Fund, the Department, and its officers, 
employees, agents, and volunteers (collectively "Indemnified Parties") from any and all costs, 
expenses, losses, claims, damages, liabilities, settlements and judgments, related to or arising 
from: 


i. Any breach of the Contract; 

ii. Any negligent, intentional, or wrongful act or omission of the Contractor or its 
employees, agents, or subcontractors; 

iii. Any failure of Services to comply with applicable specifications, warranties, and 
certifications under the Contract; 
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iv. The negligence or fault of the Contractor in design, testing, development, manufacture, 
or otherwise with respect to the Services provided under the Contract; 

V. Claims, demands, or lawsuits that, with respect to any goods that may be furnished 
under this Contract, allege product liability, strict product liability, or any variation 
thereof; 

vi. The Contractor’s performance or attempted performance of the Contract, including any 
employee, agent or subcontractor utilized or employed by the Contractor; 

vii. Any failure by the Contractor to make all reports, payments and withholdings required 
by federal and state law with respect to social security, employee income and other 
taxes, fees or costs required by the Contractor to conduct business in the State of 
Georgia or the United States; 

viii. Any infringement of any copyright, trademark, patent, trade dress, or other intellectual 
property right; or 

ix. Any failure by the Contractor to adhere to the confidentiality provisions of the Contract. 

2. Patent/Copyright Infringement Indemnification. Contractor shall, at its own expense, be 
entitled to and shall have the duty to assist in the defense of any suit instituted against the 
State and indemnify the State against any award of damages and costs made against the 
State in such suit insofar as the same is based on any claim that any of the Services 
constitutes an infringement of any United States Letters Patent or copyright, provided the 
State gives the Contractor immediate notice in writing of the institution of such suit, permits 
Contractor to fully participate in the defense of the same, and gives Contractor all available 
information, assistance and authority to enable Contractor to do so. Contractor shall have 
the right to enter into negotiations for and the right to effect settlement or compromise of any 
such action, but no such settlement shall be binding upon the State unless approved by the 
State. 

In case any of the Services is in any suit held to constitute infringement and its use is enjoined. 
Contractor shall, at its option and expense: 

i. Procure for the State the right to continue using the Services; 

ii. Replace or modify the same so that it becomes non-infringing; or 

iii. Remove the same and cancel any future charges pertaining thereto. 

Contractor, however, shall have no liability to the State if any such patent, or Copyright 
infringement or claim thereof is based upon or arises out of any patent or copyright in which 
the Department or any affiliate or subsidiary of the Department has any direct interest by 
license or otherwise. 

3. Survives Termination. The indemnification obligation of the Contractor shall survive 
termination of the Contract. 
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H. INSURANCE 


Contractor shall provide all insurance as required by the RFX. 

I. BONDS 

The Contractor shall provide all required bonds in accordance with the terms of the RFX and as 

stated in paragraph 3 on page 1. 

J. WARRANTIES 

1. Construction of Warranties Expressed in the Contract with Warranties Implied by Law. 

All warranties and representations made by the Contractor and its subcontractors in the 
Contract and the Contractor’s Response, whether or not the Contract specifically denominates 
warranties and representations as a warranty or whether the warranty is created only by the 
Contractor’s affirmation or promise, or is created by a description of the Services to be 
provided, or by provision of samples to the State shall not be construed as limiting or negating 
any warranty provided by law, including without limitation, warranties which arise through 
course of dealing or usage of trade, the warranty of merchantability, and the warranty of 
fitness for a particular purpose. The warranties expressed in the Contract are intended to 
supplement any warranties that may be implied or imposed by law. 

2. Warranty - Nonconforming Services and Goods. All Services and any goods delivered by 
Contractor to the Department shall be free from any defects in design, material, or 
workmanship. If any Services or goods offered by the Contractor are found to be defective in 
material or workmanship, or do not conform to Contractor’s warranty, then the Department 
shall have the option of remedying same at Contractor’s expense. Payment by the 
Department shall not constitute acceptance or relieve the Contractor of any obligation under 
the Contract. 

3. Compiiance with Federai Safety Acts. Contractor warrants and guarantees to the State that 
the Services provided under the Contract are in compliance with Sections 5 and 12 of the 
Federal Trade Commission Act; the Fair Packaging and Labeling Act; the Federal Food, Drug, 
and Cosmetic Act; the Consumer Product Safety Act; the Federal Environmental Pesticide 
Control Act; the Federal Hazardous Substances Act; the Fair Labor Standards Act; the Wool 
Products Labeling Act; the Flammable Fabrics Act; the Occupational Safety and Health Act; 
the Office of Management and Budget A-110 Appendix A; and the Anti-Kickback Act of 1986. 

4. Conformity with Contractuai Requirements. Originaiity and Titie to Concepts, Materiais, 
and Goods Produced. Contractor represents and warrants that the Services provided to the 
State shall be wholly original with the Contractor or that the Contractor has secured all 
applicable interests, rights, licenses, permits or other intellectual property rights necessary to 
provide such Services. 

5. Titie to Property. The Contractor represents and warrants that title to any property assigned, 
conveyed or licensed to the State is good and that transfer of title or license to the State is 
rightful and that all property shall be delivered free of any security interest or other lien or 
encumbrance. Title to any supplies, materials, or equipment shall remain in the Contractor 
until fully paid for by the Department. Except as otherwise expressly authorized by the 
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Department, all materials produced by Contractor personnel in performance of Services, 
including but not limited to software, charts, graphs, diagrams, video tapes and other project 
documentation shall be deemed to be work made for hire and shall be the property of the 
State of Georgia. 

6. Industry Standards. The Contractor warrants that all aspects of the Services provided by it 
shall at a minimum conform to the standards in the Contractor’s industry. This requirement 
shall be in addition to any express warranties, representations, and specifications included in 
the Contract, which shall take precedence. 

7. Contractor's Personnel and Staffing. Contractor warrants that all persons assigned to 
perform the Services under this Contract are either lawful employees of Contractor or lawful 
employees of a Subcontractor authorized by the Department. All of Contractor or any 
subcontractor's personnel shall comply with the confidentiality requirements of the Contract 
and the security requirements of the applicable Department while on state property. In the 
event that any of Contractor or subcontractor's personnel do not comply with such 
confidentiality and security requirements, the Department may have the personnel removed 
from State premises. 

All persons assigned to perform the Services under this Contract shall be qualified to perform 
such Services. Personnel assigned by Contractor shall have all professional licenses required 
to perform the Services. If the Department believes that the performance or conduct of any 
person employed or retained by Contractor to perform any Services hereunder is 
unsatisfactory for any reason or is not in compliance with the provisions of this Contract, the 
Department shall notify Contractor in writing and Contractor shall promptly address the 
performance or conduct of such person, or, at the Department's request, immediately replace 
such person with another person acceptable to the Department and with sufficient knowledge 
and expertise to perform the Services in accordance with this Contract. 

Contractor warrants that an adequate number of appropriately qualified personnel will be 
employed and available to provide the Services in accordance with the schedule and 
maintenance requirements set forth in the RFX and this Contract. 

K. PRODUCT RECALL 

If this Contract includes the provision of goods and in the event that any of the goods are 
found by the Contractor, the State, any governmental agency, or court to contain a defect, 
serious quality or performance deficiency, or not to be in compliance with any standard or 
requirement so as to require or make advisable that such goods be reworked or recalled, the 
Contractor will promptly communicate all relevant facts to the Department and undertake all 
corrective actions, including those required to meet all obligations imposed by laws, 
regulations, or orders, and shall file all necessary papers, corrective action programs, and 
other related documents, provided that nothing contained in this section shall preclude the 
Department from taking such action as may be required of it under any such law or regulation. 
The Contractor shall perform all necessary repairs or modifications at its sole expense except 
to any extent that the Contractor and the State shall agree to the performance of such repairs 
by the State upon mutually acceptable terms. 

L. CONTRACT ADMINISTRATION 
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1. Order of Preference. In the case of any inconsistency or conflict among the specific 
provisions of the Department Standard Contract Terms and Conditions (including any 
amendments accepted by both the Department and the Contractor attached hereto), the RFX 
(including any subsequent addenda), and the Contractor’s Response, any inconsistency or 
conflict shall be resolved as follows: 

i. First, by giving preference to the specific provisions of the Department Standard 
Contract Terms and Conditions. 

ii. Second, by giving preference to the specific provisions of the RFX. 

iii. Third, by giving preference to the specific provisions of the Contractor’s Response, 
except that objections or amendments by a Contractor that have not been explicitly 
accepted by the Department in writing shall not be included in this Contract and shall 
be given no weight or consideration. 

2. Intent of References to Bid Documents. The references to the parties' obligations, which 
are contained in this document, are intended to supplement or clarify the obligations as stated 
in the RFX and the Contractor’s Response. The failure of the parties to make reference to the 
terms of the RFX or the Contractor’s Response in this document shall not be construed as 
creating a conflict and will not relieve the Contractor of the contractual obligations imposed by 
the terms of the RFX and the Contractor’s Response. The contractual obligations of the 
Department cannot be implied from the Contractor’s Response. 

3. Compliance with the Law. The Contractor, its employees, agents, and subcontractors shall 
comply with all applicable federal, state, and local laws, rules, ordinances, regulations and 
orders now or hereafter in effect when performing under the Contract, including without 
limitation, all laws applicable to the prevention of discrimination in employment and the use of 
targeted small businesses as subcontractors or contractors. The Contractor, its employees, 
agents and subcontractors shall also comply with all federal, state and local laws regarding 
business permits and licenses that may be required to carry out the work performed under the 
Contract. Contractor and Contractor's personnel shall also comply with all State and 
Department policies and standards in effect during the performance of the Contract, including 
but not limited to the Department’s policies and standards relating to personnel conduct, 
security, safety, confidentiality, and ethics. 

4. Drug-free Workplace. The Contractor hereby certifies as follows: 

i. Contractor will not engage in the unlawful manufacture, sale, distribution, dispensation, 
possession, or use of a controlled substance or marijuana during the performance of 
this Contract; and 

ii. If Contractor has more than one employee, including Contractor, Contractor shall 
provide for such employees a drug-free workplace, in accordance with the Georgia 
Drug-free Workplace Act as provided in O.C.G.A. Section 50-24-1 et seq., throughout 
the duration of this Contract; and 
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iii. Contractor will secure from any subcontractor hired to work on any job assigned under 
this Contract the following written certification: "As part of the subcontracting 
agreement with (Contractor's Name), (Subcontractor's Name) certifies to the contractor 
that a drug-free workplace will be provided for the subcontractor's employees during 
the performance of this Contract pursuant to paragraph 7 of subsection (b) of Code 
Section 50-24-3”. 

5. Boycott of the Nation of Israel Prohibited. The Contractor certifies that it is not currently 
engaged in a boycott of the nation of Israel, and that it will not engage in such a boycott for the 
duration of this contract. 

6. Amendments. The Contract may be amended only through a writing signed by both parties. 
If the contract award exceeds the delegated purchasing authority of the Department, then the 
Department must obtain approval of the amendment from the Department of Administrative 
Services (DOAS). 

6. Third Party Beneficiaries. There are no third-party beneficiaries to the Contract. The 
Contract is intended only to benefit the State and the Contractor. 

7. Choice of Law and Forum. The laws of the State of Georgia shall govern all matters arising 
out of or in connection with this Contract without regard to the choice of law provisions of State 
law. In the event any civil action is commenced in connection with this Contract, such civil 
action shall be brought in the State or Superior Court of Fulton County, Georgia. This 
provision shall not be construed as waiving any immunity to suit or liability, including without 
limitation sovereign immunity, which may be available to the State. 

8. Notice of Intent to Litigate and Alternative Dispute Resolution Procedures. No civil 
action with respect to any dispute, claim, or controversy arising out of or relating to this 
Contract may be commenced without first giving fourteen calendar days written notice of the 
claim and the intent to initiate a civil action. At any time prior to the commencement of a civil 
action, the State may elect to submit the matter to non-binding mediation or to binding 
arbitration. The parties will cooperate with one another in selecting a mediator or arbitrator 
and in scheduling the mediation or arbitration proceedings. Venue for the mediation or 
arbitration will be in Atlanta, Georgia; provided, however, that any mediation proceedings may 
be conducted by teleconference with the consent of the mediator. The parties covenant that 
they will participate in the mediation in good faith. 

All offers, promises, conduct and statements, whether oral or written, made in the course of 
the mediation by any of the parties, their agents, employees, experts and attorneys, and by the 
mediator or employees of any mediation service, are inadmissible for any purpose (including 
but not limited to impeachment) in any proceeding involving the parties, provided that evidence 
that is otherwise admissible or discoverable shall not be rendered inadmissible or non- 
discoverable as a result of its use in the mediation. 

No party may commence a civil action with respect to any matters submitted to mediation until 
forty-five days after the completion of the initial mediation session. 

9. Assignment and Delegation. The Contract may not be assigned, transferred or conveyed in 
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whole or in part without the prior written consent of the Department. 


10. Use of Third Parties. Except as may be expressly agreed to in writing by the Department, 
Contractor shall not subcontract, assign, delegate or otherwise permit anyone other than 
Contractor or Contractor's personnel to perform any of Contractor's obligations under this 
Contract or any of the work subsequently assigned under this Contract. No subcontract which 
Contractor enters into with respect to performance of obligations or work assigned under the 
Contract shall in any way relieve Contractor of any responsibility, obligation or liability under 
this Contract and for the acts and omissions of all subcontractors, agents, and employees. All 
restrictions, obligations and responsibilities of the Contractor under the Contract shall also 
apply to the subcontractors. Any contract with a subcontractor must also preserve the rights of 
the Department. The Department shall have the right to request the removal of a 
subcontractor from the Contract for good cause. 

11. Integration. The Contract represents the entire agreement between the parties. The parties 
shall not rely on any representation that is not included in the Contract. Unless otherwise 
specified in the Contract, this Contract supersedes all prior contracts or agreements between 
the Department and the Contractor for the Services provided in connection with the Contract. 

12. Not a Joint Venture. Nothing in the Contract shall be construed as creating or constituting 
the relationship of a partnership, joint venture, or principal and agency relationship between 
the parties. Neither Contractor nor any of Contractor's agents, servants, employees, 
subcontractors or contractors shall become or be deemed to become agents, servants, or 
employees of the State. 

13. Waiver. Except as specifically provided for in a waiver signed by duly authorized 
representatives of the Department and the Contractor, failure by either party at any time to 
require performance by the other party or to claim a breach of any provision of the Contract 
shall not be construed as affecting any subsequent right to require performance or to claim a 
breach. 

14. Severability. If any provision of the Contract is determined to be invalid or unenforceable, 
such determination shall not affect the validity or enforceability of any other part or provision of 
the Contract. Further, if any provision of the Contract is determined to be unenforceable by 
virtue of its scope, but may be made enforceable by a limitation of the provision, the provision 
shall be deemed to be amended to the minimum extent necessary to render it enforceable 
under the applicable law. 

15. Time is of the Essence. Time is of the essence with respect to the performance of the terms 
of the Contract. 

16. Record Retention and Access. The Contractor shall maintain books, records and 
documents in accordance with generally accepted accounting principles and procedures and 
which sufficiently and properly document and calculate all charges billed to the State 
throughout the term of the Contract for a period of at least five years following the date of final 
payment, termination, or completion of any required audit, whichever is later. Records to be 
maintained include both financial records and service records. The Contractor shall permit the 
Auditor of the State of Georgia or any authorized representative of the State, and where 
federal funds are involved, the Comptroller General of the United States, or any other 
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authorized representative of the United States government, to access and examine, audit, 
excerpt and transcribe any directiy pertinent books, documents, papers, eiectronic or opticaiiy 
stored and created records or other records of the Contractor reiating to orders, invoices or 
payments or any other documentation or materiais pertaining to the Contract, wherever such 
records may be iocated during normai business hours. The Contractor shaii not impose a 
charge for audit or examination of the Contractor’s books and records, if an audit discioses 
incorrect biiiings or improprieties, the State reserves the right to charge the Contractor for the 
cost of the audit and appropriate reimbursement. Evidence of criminai conduct wiii be turned 
over to the proper authorities. 

17. Debarred, Suspended, and Ineligible Status. Contractor warrants that neither Contractor 
nor any of its subcontractors has been debarred, suspended, or deciared ineiigibie by any 
agency of the State of Georgia, or as defined in the Federai Acquisition Reguiation (FAR) 48 
C.F.R. Ch.1 Subpart 9.4. Contractor wiii immediateiy notify the Department if Contractor is 
debarred by the State or piaced on the Consoiidated List of Debarred, Suspended, and 
ineiigibie Contractors by a federai entity. 

18. Use of Name or Intellectual Property. Contractor agrees it wiii not use the name of the 
Georgia Department of Pubiic Heaith or any inteiiectuai property owned by the State of 
Georgia, inciuding but not iimited to State trademarks or iogos, in any manner, inciuding 
commerciai advertising or as a business reference, without the express prior written consent of 
the Department. 

19. Taxes. Contractor is responsibie for the payment of any federai taxes that may be due on 
goods or services provided under this Contract, inciuding income tax withhoiding and payroii 
taxes. The Department is exempt from State and Locai Saies and Use Taxes. Tax Exemption 
Certificates wiii be furnished upon request. 

20. Certification Regarding Sales and Use Tax. By executing the Contract the Contractor 
certifies it is either (a) registered with the State Department of Revenue, coiiects, and remits 
State saies and use taxes as required by Georgia iaw, inciuding Chapter 8 of Titie 48 of the 
O.C.G.A.; or (b) not a “retaiier” as defined in O.C.G.A. Section 48-8-2. 

21. Obligations Beyond Contract Term. Aii obiigations of the Contractor incurred or existing 
under the Contract as of the date of expiration, termination or canceiiation wiii survive the 
termination, expiration orconciusion of the Contract. 

22. Further Assurances and Corrective Instruments. The Department and the Contractor 
agree that they wiii, from time to time, execute, acknowiedge and deiiver, or cause to be 
executed, acknowiedged and deiivered, such suppiements hereto and such further documents 
as may reasonabiy be required for carrying out the Contract. 

23. Transition Cooperation and Cooperation with other Contractors. Contractor agrees that 
upon termination of this Contract for any reason, it shaii provide sufficient efforts and 
cooperation to ensure an orderiy and efficient transition of services to the State or another 
contractor. The Contractor shaii provide fuii disciosure to the State and the third-party 
contractor about the equipment, software, or services required to perform the Services for the 
State. The Contractor shaii transfer iicenses or assign agreements for any software or third- 
party services used to provide the Services to the State or to another contractor. 
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Further, in the event that the State has entered into or enters into agreements with other 
contractors for additional work related to Services rendered under the Contract, Contractor 
agrees to cooperate fully with such other contractors. Contractor shall not commit any act, 
which will interfere with the performance of work by any other contractor. 


Page 15 of 150 



ATTACHMENT 2 

VENDOR LOBBYIST DISCLOSURE AND REGISTRATION CERTIFICATION FORM 


Pursuant to Executive Order Number 10.01.03.01 (the “Order”), which was signed by Governor Sonny 
Perdue on October 1, 2003, Contractors with the state are required to complete this form. The Order 
requires “Vendor Lobbyists,” defined as those who lobby state officials on behalf of businesses that 
seek a contract to sell goods or services to the state or those who oppose such a contract, to certify 
that they have registered with the State Ethics Commission and filed the disclosures required by 
Article 4 of Chapter 5 of Title 21 of the Official Code of Georgia Annotated. Consequently, every 
vendor desiring to enter into a contract with the state must complete this certification form. False, 
incomplete, or untimely registration, disclosure, or certification shall be grounds for termination of the 
award and contract and may cause recoupment or refund actions against Contractor. 

In order to be in compliance with Executive Order Number 10.01.03.01, please complete this 
Certification Form by designating only one of the following: 

□ Contractor does not have any lobbyist employed, retained, or affiliated with the Contractor 
who is seeking or opposing contracts for it or its clients. Consequently, Contractor has not 
registered anyone with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor does have lobbyist(s) employed, retained, or affiliated with the Contractor who are 
seeking or opposing contracts for it or its clients. The lobbyists are: 


Contractor states, represents, warrants, and certifies that it has registered the above named 
lobbyists with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor is a Georgia state agency. 


CONTRACTOR NAME (print): 


BY: 


SIGNATURE DATE 
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ATTACHMENT 3 





GEORGIA DEPARTMENT OF PUBLIC HEALTH 
POLICY # AU<02001 

EXTERNAL ENTITIES AUDIT STANDARDS AND 
SANCTIONS POLICY 



To ensure that those non-federal entities which receive furxis from the Department of 
Public Health (DPH) conform to the standards and requirements imposed by federal and 
state law and by DW's Contracts Sanctions are imposed on those entities that do not 
comply with the starxlards and/or audit requirements 

1.1 AUTHORITY - The Georgia Department of Public Health (DPH) External Entries 

Audit Standards and Sanction Policy is published urxler the authority of DPH and in 
compliance with the following 

1.1.1 Offictal Code of Georgia Annotated (OCGA). Sections: 

50-20-1 through 50-20-8 as amended. 1996 Legisiative Session 
Single Audit Act Amendments of 1996 (PL 104-156) 

1.1.2 2CFRPart200 

CFR Title 45. Part 75 501 

CFR Title 7, Part 277.17 entitled Audit Requtrwnents 

Standards for Audit of Governmental Organizations Programs. Activities 
arxl Functions 


2.0 SCOPE 

This policy applies to al norvfederal entities which receive funds from the Department 
of Public Health (DPH) 
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3.0 POUCY 

Entities that contract with the Department must meet certain financial reporting 
requirements. These requirements are defined in: the Single Audit Act Amendment of 
1996: 2 CFR Part 200.501; Contract Provisions; DPH Policy; and Title 50, Chapter 20, 
Sections 1 through 8 of the Official Code of Georgia Annotated. The requirements vary 
according to the dollar amount expended by the entity during its accounting year. The 
DPH Office of Audits and the Public Health Programmatic Officers/Business Owners have 
certain responsibilities that are delineated below. Several words and phrases are used in 
these procedures that may have meaning that is special to these procedures. These 
words and phrases are defined below along with the addresses of the Public Health Office 
of Audits and the State Department of Audits; 

Public Health Office of Audits Public Health Office of Audits 

Two Peachtree Street, NW 
Suite 9*100 

Atlanta. Georgia 30303-3142 

State Department of Audits; State Department of Audits and Accounts 

Professionai Practices Division. Suite 214 
254 Washington Street. SW 
Atlanta. Georgia 30334-8400 


4.0 DEFINITIONS 

4.1 Budget Category - A numbering system used for budget and accounting purposes 
that corresponds to a specific program name. Numbers reduce chances of 
confusion with similar program names. 

4.2 Contractor’s Fiscal Year - The 12-month accounting period established by the 
entity as its business year, which is on file with the U.S. Internal Revenue Service 
as the basis for filing required for tax and Tax Exempt Status Returns. 

4.3 Entity - An organization receiving funds from DPH exclusive of Public Health field 
offices. 

4.4 Expense Category - A numbering system corresponding to a list of specific 
services within a Budget Category, where the amount of f uixJs used to pay for the 
service are recorded for accounting purposes. 

4.5 Independent Auditor - 

4.5.1 A Certified Public Accountant (CPA); or 

4.5.2 A Registered Public Accountant (RPA) licensed on or before December 31, 
1970; or 
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4.5.3 A government Auditor located outside the staff or line management function 
of the unit under audit. 

To be Independent, the auditor's relationship with the auditee is of such an 
'arm's length* nature so as to preclude any appearance of bias, or any 
obligation to or interest in the auditee, its management or its owners. 
Relationships or combinations of relationships with the auditee must not 
create any conflict of interest that Impairs the auditor's integrity and 
objectivity with respect to the audit engagement. It is inappropnate in some 
circumstances for auditors to perform both audit and non-audit sendees for 
the same client. 

4.5.4 Major Program - A federally funded program determined by the auditor to 
be a major program In accordance with 2 CFR Part 200. Section_.518 or a 
program defined as a major program by a federal agency. 

4.5.5 Non-Federal Entity • A state, local government, or a nonprofit organization. 

4.5.6 Non-Profit Organization • Any corporation, trust, association, cooperative, 
or other organization that is operated primarily for scientific, educational, 
service, charitable, or similar purposes In the public interest; is not 
organized primarily for profit: and uses its net proceeds to maintain, 
improve, or expand its operations. 

4.5.7 Program - A grouping of activities and resources to accomplish a mission 
with specific goals and objectives. Some programs have names, some 
have numbers, and some have both. Usually programs are budgeted by 
number for ease of tracking and to reduce potential confusion. Budget 
categories can and are considered to be programs. Federal programs are 
considered to be those activities that are or can be assigned a single 
number in the Catalog of Federal Domestic Assistance (CFDA). When no 
CFDA number is assigned, all federal awards from the same agency made 
for the same purpose are to be combined and considered one program. 
Throughout this procedure, the term ‘program* refers either to a named 
activity or an activity that is numbered. 

4.5.6 Public Entity • Includes, but is not limited to: state and local governments 
and their instrumentalities; authorities: county Boards of Health; Community 
Sen/ice Boards; and District Attorneys (judicial circuits) operating programs 
through contracts with DPH. 

4.5.9 Sanctions • Penalties imposed by the Department on those fund recipients 
who do not abide by their contract requirements for audit reports and fail to 
comply with state law regarding timeliness. Sartetions may include; 
reimbursements being withheld, contracts being canceled, recoupment of 
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funds, and dental of further contracts with the Department for a penod of 12 
months. 

4.5. to Schedule of State Awards Expended • A schedule arranged by state 
program name and contract number that reflects revenues, expenditures, or 
expenses and amounts owed to and due from each state organization. 
Amounts listed for each program should irtclude federal funds that pass 
through state organizations to the entity. 

S.O RESPONSIBILITIES 

The Inspector General. Office of Audits shall ensure compliance to this policy and 
procedure. 

6.0 PROCEDURES 

Prior to executing a contract between the DPH and a non-profit organization, the 
organization furnishes a previous year's audit. If the entity has been In existence for less 
than a year, then they furnish unaudited financial statements. If no audit or unaudited 
financial statements are on record with OPH, the following procedure is followed: 

6.1 REQUIREMENTS PRIOR TO CONTRACT 

6.1.1 The contracting Division or Section requests such audit or financial 
statements as part of its negotiation or solicitation process 

6.1.2 The entity furnishes an audit report (or unaudited financial statements, if 
appropnate) to the DPH Division of Operations. Procurement and Contract 
Administration Section, as a part of its contract package. 

6.1.3 When It is received, the financial Information is fonwarded to the DPH Office 
of Audits for a compliance review. 

6 t.4 The Office of Audits reviews the information and determines compliance 
with O.C.G.A. Section 50-20-1 through 50-20-8 . as amended. 1998 
Legislative Session. 

6.1.5 The Office of Audits notifies the Contracts Section of the Division of 
Operations and/or the Programmatic Officer/Business Owner of the results 
of its review. For Instances of non-compliance with requirements, the 
omitted Items are specified. 

6.2 ENTITIES EXPENDING $750,000 OR MORE IN FEDERAL FUNDS 

All entitles expending $750, 000 or more In federal funds during their fiscal year 
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comply with; the provisions of the Single Audit Act Amendments of 1996 and their 
Implementing regulation - 2 CFR Part 200.501; with contract provisions; and with 
DPH Policy. Non-profit organizations must comply with the provisions of the 
O.C.G.A. Annotated, Section 50-20-1 through 50-20-8. as amended. 1998 
Legislative Session. Audits of nonprofit organizations also Include a Schedule of 
State Awards ExperKled. 

These entitles obtain a single entitv-wlde audit of their financial records performed 
by an Independent auditor. The audit covers all financial activities for the fiscal 
year and Is conducted In accordance with Generally Accepted Government 
Auditing Standards issued by the Comptroller General of the United States. 

Audits for public entitles Include, for those contracts that were completed during the 
audit period, a Statement of Revenues and Expenditures Compared to Budget. 
presented by program name or contract name and number. This statement is 
presented by contract name and number for the entire contract period. Audits of 
public entitles also include a Schedule of Slate Awards Expended. 

The entity files one copy of the independent auditor's report with the Audit Director, 
DPH Office of Audit, within 180 days after the end of the organization's fiscal year. 
Additionally, private nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time period. 

If an extension of the time period is desired, the State Department of Audits (for 
private nonprofit entities) or the DPM Office of Audits (for public entitles) may waive 
the requirement lor completion if a request is made that shows good cause. The 
waiver is lor an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity. A plan of 
corrective action for all deficiencies disclosed In the audit report is submitted with 
the audit report. 

6.3 ENTITIES EXPENDING $100,000 OR MORE IN FEDERAL FUNDS 

All entities expending $1(X),000 or more in state funds during their fiscal year 
comply with contract provisions and DPH policy. Nonprofit organizations also 
comply with the provisions of the O.C.G.A. Annotated. Section 50-20-1 through 50- 
20-8. as amended, 1996 Legislative Session. Audits of nonprofit organizations 
also Include a Schedule of Slate Awards Expended. 

These entitles obtain an entitv-wtde audit of their financial records performed by an 
Independent auditor. The audit la conducted in accordance with Generally 
Accepted Auditing Standards Issued by the American Institute of Certified Public 
Accountants and the financial statements are prepared In accordance with 
generally accepted accounting principles. Audits for public entities Include, lor 
those contracts that were completed during the audit period, a Statement of 
Revenues and Expenditures Compared to Budget, presented by program name or 
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contract nam* and number. This statemer^ is presented by contract name and 
number for the entire contract period Audits of pubfic entities also include a 
Schedul9 of State Awards Expended. 

The entity hies one copy of the independent auditor's report with the Audit Director, 
DPH Office of Audits, within 180 days after the end of the organization's fiscal year. 
Additionally, phvale nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time period If an 
extension of the time period is desired, the State Department of Audits (for private 
nonprofit entities) or the DPH Audits Section (for public entities) may waive the 
requirement for completion If a request is made that shows good cause. The 
waiver is for an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity. A plan of 
corrective action tor all deficiencies disclosed in the audit report is submitted with 
the audit report. 

6.4 ENTITIES EXPENDING BETWEEN $25,000 AND $100,000 IN STATE FUNDS 

AH entities expending at least $25,000 but less than $100,000 m state funds during 
their fiscal year comply with contract provisions and DPH policy by submitting 
audited or unaudited financial statements. Nonprofit organizations are also 
required to comply with the provisions of the O.C.Q.A. Annotated. Section 50-20-1 • 
through 50-20-8. as amended. 1998 Legislative Session. Audits or financial 
statements of nonprofit organizations also include a Schedule of State Awards 
Expended. 

Financial statements that have been audited include the auditor's report on the 
financial statements. Audits for public entities include, for those contracts that 
were completed during the audit period, a Statement of Revenues and 
Expenditures Compared to Budget, presented by program name or contract name 
and number. This statement is presented by contract name and number for the 
entire contract period Audits or financial statements of public entities also include 
a Schedule of State Awards Expended 

Financial statements that have not been audited include a statement from the 
president or other responsible official of the organization which states that 

6.4.1 The financial statements are presented in accordance vrith generally 
accepted accounting principles and. If not. the basis used for their 
presentation. 

6.4.2 The financial statements are prepared on a basis consistent with that of 
the preceding year, and if not, the respects in whch they differ from the 
precedmg year. 

6.4.3 The financial statements of public entities include for those contracts that 
were completed during the audit period, a Statement of Revenues and 
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Expenditures Compared to Budget, presented by program name or 
contract name and number. This statement is presented by contract 
name and number for the entire contract period. The finarKtal 
statements of public entities also include a Schedule of State Awards 
Expended. 

The entity files one copy of the audit or financial statements with the Audit 
Director, DPH Office of Audits, within 180 days after the end of the 
organization's fiscal year. Additionally, private nonprofit organizations submit 
one copy of the report to the State Department of Audits and Accounts 
within the same time period. If an extension of the time period Is desired, 
the State Department of Audits (for private nonprofit entities) or the DPH 
Office of Audits (for public entities) may waive the requirement for 
completion if a request is made that shows good cause. The waiver is for 
an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity. A plan of 
corrective action for all deficiencies disclosed in the audit report is submitted 
with the audit report. 

6.5 ROLE OF THE DPH OFFICE OF AUDITS 

The Office of Audits; 

6.5.1 Requests the required audit or financial statements, management 
reports, memoranda and internal documents from those entities that 
have failed to provide them; 

6.5.2 Reviews the audit reports for financial settlement amounts, questioned 
costs, and findings and recommendations; 

6.5.3 Communicates the dollar amounts of financial settlements to the DPH 
Division of Finance for settlement; 

6.5.4 Requests corrective action plans to preclude recurrence of firvjings from 
those entities that have failed to provide them; 

6.5.5 Forwards one copy of the audit report or financial statements to the 
Programmatic Officer/Business Owner, and 

6.5.6 Notifies the appropnate DPH Programmatic Officer/Business Ovimer of 
those entities which have not complied with the filing requirements of this 
policy as well as the DPH Division of Finance that will impose the 
appropriate sanctions. 
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6.6 ROLE OF THE PROGRAMMATIC OFFICER/BUSINESS OWNER 

The Programmatic Ofticer/Business Owner. 

6.6.1 Insures thal appropriate programmatic corrective actions are 
implemented when required by an audit report: 

6.6.2 Reviews audits for compliance wrth programmatic performance goals; 

6.6.3 Enforces corrective action on repeat findings; and 

6.6.4 Approves or disapproves budget and spending vanances. 

7.0 REVISION HISTORY 


REVISION « 

REVISION DATE 

REVISION COMMENTS 

0 

July 1,2011 

Initial Issue 

1 

July 9.2012 

Annual review and update. Reformat to 
new template 

2 

July 23.2015 

Annual review and update. 


8.0 RELATED FORMS 
None 
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ATTACHMENT 4 

Contractor Affidavit under O.C.G.A. § 13-10-91 (b)(1) 


By executing this affidavit, the undersigned contractor verifies its compliance with O.C.G.A. § 
13-10-91, stating affirmatively that the individual, firm or corporation which seeks to bid or sign a 
contract for the performance of labor or services on behalf of the Georgia Department of Public 
Health, has registered with, is authorized to use and uses the federal work authorization program 
commonly known as E-Verify, or any subsequent replacement program, in accordance with the 
applicable provisions and deadlines established in O.C.G.A. § 13-10-91. Furthermore, the 
undersigned contractor will continue to use the federal work authorization program throughout the 
contract period and the undersigned contractor will contract for the performance of labor or services 
in satisfaction of such contract only with subcontractors who present an affidavit to the contractor 
with the information required by O.C.G.A. § 13-10-91 (b). Contractor hereby attests that its federal 
work authorization user identification number and date of authorization are as follows: 


Federal Work Authorization User Identification Number 


Date of Authorization 


Name of Contractor 
Name of Project 
Name of Public Employer 

I hereby declare under penalty of perjury that the foregoing is true and correct. 
This _day of _ , _ 

Signature of Authorized Officer or Agent 

Printed Name and Title of Authorized Officer or Agent 

Subscribed before me this _day of _ , _ 


NOTARY PUBLIC 

My Commission Expires: _ 

[DPH Form CG09008A (Rev. 7.2013): For use with contracts for labor or services of $2500 or 
more] 
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ATTACHMENT 5 
SOLICITATION 


(• 

Georgia 

State of Georgia 

state Entity: Oepartment of Public Health 
Bectronic Request for Proposals (“eRFP'') 

Event Name: Positive Alternatives for Pregnancy 
eRFP (Event) Number: DPH0000126 

1. Introduction 

1.1. Purpose of Procurement 

Rjrsuant to the St^e Purchasing Act (OTTIcial Code of Georgia Annotated §§60-S-S<} et seq), this 
electronic Request tor Proposals ('eRFP') is being issued to establish a contract with a qualified Contractor 
who wiH serve as the Contract Management Agency to administer the Positive Alternatives for Pregnancy 
and Parenting Grant Program for the Georgia Department of Pubhc Health CXfice of Maternal and Child 
Health (hereinafter, "the State ErWy*) as further described in this eRFP 

The Positive Attematives for Pregnancy and Parenting Grant Program « established to develop a state¬ 
wide effort that pronxites healthy pregnancies and childbifth by awarding grants to nonprofit organizations 
to provide pregnancy support sennoes at no cost The Contract Management Agency (hereinafter, "the 
Agency*) wdl s^ect Direct Client Service Providers Chereinafter. 'Providers") and subcontract with the 
Providers to provide pregnancy suppon services. 

The Agerey will be responsible for 

(1) Creating the grant application process 

(2) Evaluating grant applications and make recommendations to the state entity 

(3) Comminicating acceptance or denial of grart applications to direct client service provkJefs 

(4) Monitonng compliance with the terms and oonditons of the grant 

(5) Maintaining records for each grant applicant and award 

(6) Coordnabng activities »id correspondence between the state entity and direct client service providers 

The Agency will be awarded lunds to mplement the Ftosilive Alternatives to Parenting and Pregnarx:y 
Program, Including providing oversighl and funding to sub-grantees Therefore the total contract dollar 
amount awarded will exceed the cost proposal as submtted by the responsible and responsive supplier 
and will include a separate line for Provider Costs which will be determined by the State Entity 

1.2. eRFP Certification 

Pursuant to the provisions of the Official Code of Georgw Annotated §50-6-67(a), the State Entity certifies 
the use of competitive sealed bidding will not be practicable or advantageous to the State of Georga In 
compteting the acquisition described in th« eRFP Thus. compeDtive sealed proposals wil be submitted in 
response to this eRFP 

This eRFP IS bang sourced through an electronic sourcing tool approved by the Department of 
Adrraraslrative Services f'DOAS') and all suppliers' responses must be submitted electronically In 
accordance with the instrucbons contained in Section 2 "instructions to Suppliers' of this eRFP Electronic 
competitive sealed proposals will be administered pueuant to the Georgia Electrorvc Records arid 
Signature Act Please note eiectronx: competitive sealed proposals meet the sealed proposal reqcirements 
of the State of Georgia, an electronic record meets any requirements for writing, and an electronic 
signature meets any requKements for an onginal signature 

1.3. Overview of the eRFP Process 

State Ensty eRFP 
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The otJiective of the eRFP is to setect a qualified supplier to provide the goods arxl/or services outlined in 
this eRFP to the State Entity This eRFP process will be conducted to gather and evaluate responses from 
suppliers for potential award All qualified suppliers are invited to parbcipete by submitting responses, as 
further defined below After evaluating all suppliers' responses received prior to the closing date of this 
eRFP and following negotiations (if any) arxJ resolution of any contract exceptions the preliminary results 
of the eRFP process will be pubixily announced, including the names of all participating suppliers and the 
evaluation results Subject to the protest process, final contract award(8) will be publicly anrx^unced 
thereafter. 

NOTE TO SUPPLIERS The general instructions and provisions of this document have been drafted with 
the expectation that the State Entity will make a single award, however, jDlease refer to Section 6 7 
'Selection and Award' of this eRFP for information concerning the State Entity's actual award strategy 
(single, multifile, split awards, etc) 

1.4. Schedule of Events 

The schedule of events set out herein represents the State Entity's best estimate of the schedule that will 
be followed However, delays to the procurement process may occur which may necessitate ac^ustments 
to the proposed schedule If a component of this schedule, such as the close date, is delayed, the rest of 
the schedule may be shifted as appropriate Any changes to the dates up to the closing date of the eRFP 
will be pubitcty posted pnor to the closrng date of this eRFP After the dose of the eRFP, the State Entity 
reserves the right to acfust the remainder of the proposed dates, including the dates for evaluation, 
negotiations award and the contract term on an as needed basis with or without notice 


Description 

Date 

Time 

Release of eRFP 

As Published on the Georgia 

Procurement Reqistry CGPR) 

N/A 

Deadline for written questions sent via email 
to the Issuing Officer referenced in Section 

1 5 

06/19/17 

5:00 p m ET 

BiddersADfferors Conference Location 

2 Peachtree Street NW, 9th Floor Rm 260 
Atlarta. GA 30303 

Attendance n OPTIONAL 

As Published on the GPR 

See GPR 

Resi3onses to Written Oiestions 

05/25/17 

5 00pm ET 

Proposals Due/Oose Date arxf Time 

As Published on the GPR 

See GPR 

Proposal Evaluation Completed (on or 
about) 

1 to 2 Weeks after Closing 

N/A 

Notice of Intent to Award* [NOIA) (on or 
about) 

2 Weeks after Closing 

N/A 

Notice of Award [NOAl (on or about) 

7 calendar days after NOIA 

N/A 


‘In the event the estimated value of the contract is less than $100,000, the State Entity reserves the r>ght to 
proceed directty to cortract award without posting a Notice of Intert to Award 

1.5. Official Issuing Officer (Buyer) 

Kathleen Lane 
Kathlecn.LaiwiflidDh.aa.aov 

1.6. Definition of Ternm 
Rease review the following terms 

Stale Entity 
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Supplier(s) - companies desiring to do business with the State of Georgia. 

State Entity - the governmental entity identified in Section 1 1' Purpose of Procurement’' of this eRFP 
Agency - the entity selected by DPH to serve as contract management agency in accordance with 
OC.G A. §31-2A-33, and its successors 

Attending Physician - the physician who has primary responsibility at the time of reference for the 
treatment arxt care of the client. 

Client - a woman who is a resident of Geor^, who is or believes she may be pregnant 
Pregnancy Support Services 

a) Medical care and informafion. including but not limited to pregnancy tests, sexually transmitted 
infectnn tests, other health screening, ultrasourxt service, prenatal care, and birth classes and 
planning, 

b) Niintional services and education, 

c) Housing, education, and employment assistance duing pregnancy and up to one year following a 
birth. 

d) Adoption education, planning, and services; 

e) Child care assistance if necessary tor the client to receive pregnancy support services. 

f) Parenting education and support services for up to one year following a biilh, 

g) Material items which are supportive of pregnancy and childbirth including but not limrted to, cnbs, 
car seats, clothing, formula, or other safety devices, and 

h) Information regarding health care benefits, including but not limited to, available Medicaid coverage 
for the client for pre^iancy care that provides health coverage for the client's child upon his or her 
birth. 

Program - means the Positive Alternatives for Pregnancy and Parenting Program established pursuant to 
OC G A §31-2A-31 ef sag 

Any special terms or words which are not identified In this State Entity eRFP Document may be identified 
separately m one or more attachmerts to the eRFP Please download, save and carefully review all 
docvnerts in accordance with the instructions provided In Section 2 "Instructions to Suppliers' of this 
eRFP 

1.7. Contract Term 

The initial term of the contracf(8) is tor 1 calendar year(s) from the execution date of the contract(s) The 
State Entity shall have 4 one (1) year option<s) to renew, which options shall be exercisable at the sote 
discretion of the State Entity. Renewal will be accomplished through the issuance of Notice of Award 
Amendment In the event that the cortract(s), if any, resulting from the asvard of this eRFP shall terminate 
or be likely to terminate prior to the making of an award for a new contract for the identified products and/or 
services, the State Entity may, with the written consent of the awarded 8upplier(s). extend the oontract(8) for 
such period of time as may be necessary to permit the State Enttys continued supply of the identified 
products and/or services The contfact(s) may be amended in writing from time to tme by mutual consent 
of the parties Unless this eRFP states otherwise, the resulting award of the contract(8) does not guarantee 
volume or a commitment of furxjs 

Z Instructions to Suppliers 

By submitting a response to the eRFP, the supplier is acknowledging that the supplier 

1 Has read the information arxf instructions. 

2 Agrees to comply with the information and instructions contained herein 

Slate Entity eRFP 
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2.1. General Information and Instructions 


2.1.1. Team Georgia Martretplace™ Registration System 

DOAS requires all companies andtor irwlivicJuals interested In conducting business with the State of 
Georgia to regreter in the State's web-based registration system, through Team Georgia 
Marketplace'™ Registration is free and enables the registering comparty to gain access to certain 
information, services and/or materials maintained m Team Georgia Marketplace™ at rto charge to 
the re^stering company All registering companies must agree to be bound by the applicable terms 
and conditions governing the supplier's use of Team Georgia Marketplace™ in the event DOAS 
elects to offer certain optional or premium services to registered companies on a fee basis the 
reg«tered company will be gven the opportunty to either accept or refect the service before 
Incurring any costs and still maintain its registration Companies may register at 
httos'V/saofn state oa us/t)SD/sao/SUPPLIER/ERP/?cmd=k>dln 

2.1.2. Restrictions on Communicating with Staff 

From the issue date of this eRFP until the final award is announced (or the eRFP is officially 
cancelled), suppliers are rxjt allowed to communwate for any reason with any State staff except 
through the Issuing CXficer named herein, or dunng the Bidders/Offerors conference (if any), or as 
defined in this eRFP or as provided by existing work agreement(s) Prohibited communication 
irx^udes all contact or interaction including but not limited to telephorsc communications, emails, 
faxes, letters, or personal rreetings, such as lunch, entertainment, or otherwise The State Entity 
reserves the right to reject the respxjnse of any suppler violating this provision. 

2.1.3. Submitting Questions 

All questions concerning this eRFP must be submitted in writing via email to the Issung Officer 
identified in Section 1 5 “Issuing Officer" of this eRFP. No questions other than written will be 
accepted No response other than written will be binding upon the State All suppliers must submit 
questions by the deadline identified in the Schedule of Events for submitting questions Suppliers 
are cautioned that the State Ertity may or may not elect to entertain late questions or questions 
submrtted by any other method than as directed by this section All questions about this eRFP 
must be submitted m the following format 
Company Name 

Question #1 Question Crfafion of relevant section of the eRFP 
Question ff2 Question Citation of relevant section of the eRFP 

Do not use the comments section of the Sourcing Event to siixnrt questions to the issuing officer 

2.1.4. Attending Bidders/Offerors' Conference 

The Bklders/Offerors Conference or any other information session (if indicated in the schedule of 
everts) will be held at the offices referred to in Section 14 “Schedule of Events' of this eRFP 
Unless irxjicated otherwise, attendance is rot mandatory, although s« 4 >pilier 8 are strongly 
encouraged to attend However, in the event the conference has been identified as mandatory, 
then a representative of the supplier must attend the confereroe in its entirety to be considered 
eligible for contract award The supplier is strongly encouraged to allow ample travel time to ensure 
arrival in the conference meeting room pmior to the beginnirig of any marxlatory confereroe. The 
State Entity reserves the right to consider any repiresentative arriving late to be “not in attendance * 
Therefore, ail suppliers are strongly encouraged to arrive early to allow for unexpected travel 
conlirrgencles 

2.1.5. State's Right to Request Additional Information - Supplier's Responsibility 

Prior to contract award, the State Entity must be assured that the selected suppiiier has all of the 
resources to successfully perform under the contract This includes, but is not limited to, adequate 
number of personnel with required skills, availability of appropxiate equipment in sufficient quantity 

State Entity eRFP 
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to meet the on-going needs of the State Entity, financial resources sufficrent to complete 
performance urxJer the contract and experience in similar endeavors If, during the evaluation 
process, the State Entity is unable to assure itsetf of the supplier’s ability to perform f awarded, the 
State Entity has the option of requesting from the supplier any information deemed necessary to 
determine the supplier’s responsibility If such information is required, the supplier will be so 
notified and will be permitted approximately seven business days to submit the information 
requested 

2.1.6. Falling to Comply with Submission Instructions 

Responses received after the identified due date and time or submitted by any other means than 
those expressly permitted by the eRFP will not be considered Suppliers' responses must be 
complete in all respects, as required In each section of this eRFP 

2.1.7. Rejection of Proposals; State's Right to Waive Immaterial Deviation 

The State Entity reserves the right to reject any or all responses, to waive any irregularity or 
informality in a supplier’s response, and to accept or reject any Item or combination of items, when 
to do so would be to the advantage of the State of Georgia It is also within the ngtt of the State 
Entity to reject responses that do not contain all elements and information requested in this 
eRFP A supplier s response will be rejected if the response contains any defect or irregularity and 
such defect or irregularity constitutes a matenal deviation from the eRFP requrements, which 
determination will be made by the State Entity on a case-by-case basis 

2.1.8. State's Right to Antend and/or Cancel the eRFP 

The State Entity reserves the right to amend this eRFP Any revisions must be made m writing 
prior to the eRFP closing date and time By submitting a response, the supplier shall be deemed to 
have accepted ail terms and agreed to all requirements of the eRFP (including any 
revisions/additions made in wnting prior to the close of the eRFP whether or not such revision 
occuned prior to the time the supplier submrtted its response) unless expressly stated otherwise in 
the supplier's response THEREFORE EACH SUPPLIER IS INDIVICXJALLY RESPONSIBLE FOR 
REVIEWING THE REVISED eRFP AND MAKING ANY NECESSARY OR APPROPRIATE 
CHANGES AND/OR ADDITIONS TO THE SUPPLIER S RESPONSE PRIOR TO THE CLOSE OF 
THE eRFP. Suppliers are encouraged to frequently check the eRFP for addrtional information 
Finaify, the State Entity reserves the nght to cancel this eRFP at any time 

2.1.9. Protest Process 

Suppliers should familiarize themselves with the procedures set forth in Chapter 6 of the Georgia 
Procurement Manual 

2.1.10. Costs for Preparing Responses 

Each supplier's response should be prepared simply and economicalty, avoiding the use of 
elaborate promotional materials beyond those siificient to provide a complete presentation The 
cost for developing the response and participating in the procurement process (including the protest 
process) is the sole responsibitity of the supplier The State will not provide reimbursement for such 
costs 

2.1.11. ADA Guidelines 

The State of Georgia attieres to the guidelines set forth in the Americans with Disabrlibes Act 
Suppliers should contact the Issuing Officer at least one day In advance if they require sj^eciai 
arrangements when attending the BKlders/Offerors' Conference (if any) The Georgia Relary 
Center at 1-800-255-0056 (TOO Only) or 1-800-255-0135 (Voce) will relay messages, In strict 
confiderKe, lor the speech and hearing impaired 

2.1.12. Public Access to Procurement Records 
Stale Entity eRFP 
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Solicitation opportunities will be publicly advertised as required by law and the provisions of the 
Georgia Procurement Manual The State Purchasing Act delays the release of certain procurement 
records in the event the public disclosure of those records pnor to the State Ertity's public 
announcements of the results of a solicitation would undermine the public purpose of obtaining the 
best value for the State such as cost estimates. proposalsA3ids, evaluation criteria, supplier 
evaluations negotiation documents, offers and cot^ter-offers. and certain records revealing 
preparation for the procurement The State Purchasing Act requres bids and proposals to be 
available for public inspection upon request, within one business day of the State Entity's posting 
of the Notice of intent to Award {or the Notice of Award in the event the State Entity does not issue 
the Notice of Intent to Award) Audited financial statements not otherwise publicly available but 
requred to be submitted as part of the supplier's response shall not be subject to public disclosure 
The State Entity is allowed to assess a reasonable charge to defray the cost of reproducing 
documents A state employee should be present during the time of onsite inspection of 
documents PLEASE NOTE Even though information (financial or other information) submitted by 
a supplier may be marked as "confidenliar', “proprietary", etc., the State will make its own 
determination regarding what information may or may not be withheld from disclosure 

Z1.13. Registered Lobbyists 

By submitting a response to this eRFP, the supplier hereby certifies that the supplier and its 
lobbyists are in compliance with the Lobbyist Registration Requirements in accordance with the 
Georgia Procurement Manual 

2.2. Submittal Instructions 

Submittal Instructions for Team Georgia Marketplace** 

Listed below are key action items related to this eRFP The Schedule of Events in Section 1 4 identifies the 
dates and time for these key action items This portion of the eRFP provides high-level instructions 
regarding the process for reviewing the eRFP, prepanng a response to the eRFP and submitting a 
response to the eRFP Suppliers are required to acoess. port and utilize the tiaimng materials identfied In 
Seotion2 21 of this eRFP to ensure the suopliertuocessfuliv su bmit a response to this eRFP 

2.2.1. eRFP Released 

The release of the eRFP is formally communicated through the posting of this eRFP as an event in 
Team Georgia Marketplace™ and by a public announcement posted to the Georgia Procurement 
Registry, which is accessible online as follows: http://s5l doas state oa us/F>RSaDPfPR index.iso 

This eRFP is being conducted through Team Georgia Marketplace™, an online, electronic tool, 
which allows a supplier to register, logon, select answers and type text in response to questions, 
and upload any necessary documents Team Georgia Marketplace™ permits a supplier to build 
and save a response over bme unbi the supplier is ready to submit the completed response Each 
supplier interested In competing to win a coitract award must complete and submtl a response to 
this eRFP using Team Georgia Marketplace™ Therefore, each supplier MUST carefully review the 
instnjctions and training information from the following link for a comprehensive overview of the 
functionality of Team George Marketplace™ 
httP Vtlw? g?.«Yiri3unf!i^PMes{SgabsiT.ran^ 

2.2.2. eRFP Review 

The eRFP (or 'Sourctng EvenT) consists of the following this document, entitled The State Entity 
eRFP Documerk', and any and all information included In the Sourcing Event, as posted online on 
Team Georgia Marketplace™, inducting any and ail documents provided by the State Entity as 
attachments to the Sourcing Event or links contained within the Soiactng Event or its attached 
documents. 


State Entity eRFP 

Revised 03/20111 


eof 18 


SPD-SP016 







2.2.3. 
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Rease carefJly review all information contained in the Event, including all documents available as 
attachments or available through links. Any difficulty accessing the Event or opening provided links 
or documents sho<jld be reported immediately to the Issuing Officer (See Section 15) andfor the 
Help Desk (Section 2 2 8). Attached documents may be found as follows 

1 First the State Entity will provide documents at the ‘header' level of the Event Rease select 
‘View/Add General Comments 8. Attachments", which appears at the top of the screen of the 
Event under the 'Event Details" Section Next by setectng ‘View Event Attachments', the 
supplier may open and save all of the available documents In ths location, the supplier is 
most likely to find this document (The State Entity eRFP Document) as well as the 
worksheets referenced in Section 4 ‘eRFP Proposal Factors", such as the Mandatory 
Response Worksheet, the Mandatory Scored Requirements and the Additnnal Scored 
Responses Please thoroughly review all provided attachments 

2. Second the State Entity may also provide documents at the 'line detail’ level of the Event 
Rease navigate to "'Step 2: Enter Line Bid Responses', which appears towards the bottom of 
the screen of the Event Rease access any provided documents as follows 
a First Method 

I. To the right of each line appearing under Step 2, the Event contains a 'Bid 
link. By selecting the ’Bid' link, the supplier will navigate to a new page of the 
Event 

ii On this new page, the supplier can select 'View/Add Question Comments and 
Attachments' to locate attached documents, 
b Secorxt Method; 

i. To the right of each line appearing under Step 2, the Event contains a “Une 
Comments/Files' icon (appears as a bubble with text) By selecting the “Une 
Comments/Files' icon, the supplier will navigate to a new page of the Event 

ii On this new page, the supplier can locate attached documents 

In this location, the supplier is most likely to find the cost worksheet (It any, as defined by 
Section 5 ‘Cost Proposal') as well as any other documents provided by the State Entity with 
respect to the identified line items Please thoroughly review all provided attachmerts 

Preparing a Response 

As noted earlier. Team Georgia Marketplace™ allows the supplier to answer questions by entenng 
text and numeric responses. In addition, as noted in Section 2 2.4 ' Uploading Forms', the supplier 
may also provide information by uploading electronic files When preparing a response, the 
supplier must consider the following instructions 

1. Use the provided worksheets to prepare your response Erter your responses directly into 
the worksheet Unless otherwise directed, do not insert "see attached file' (or similar 
statemerts) in the worksheet to reference separate documents 

2. Answer each question in sufficient detail for evaluation while using judgment with regards to 
the length of response 

3. Proofread your response and make sure it is accurate and readily understandable 

4 Label any and all uploaded files using the corresportoing sectxxi numbers of the eRFP or any 
other logical name so that the State Entity can easily organize and navigate the supplier's 
response 

5. Use caution in creating electronic files to be uploaded It the Slate Entity is unable to open 
an electronic file due to a virus or because the file has become coirupteo the supplier s 
response mav be considered incomplete and disqualified from further consideration 
6 Use commonly accepted software programs to create electronic flies The State Entity has 
the capability of viewing documents submitted in the following format Microsoft Word or 
WordPad Microsoft Excel, portable document format file (PDF), and plan text files with the 
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file extension noted in parentheses (txt). Unless the eRFP soecificaliv reoiiests the use of 
another type of software or file format than those listed above please contact the Issinno 
Officer pnor to utilizino artother type of software aixttar file format in the evert the State 
Entity is unable to open an electronic file because the State Entity does not have ready 
access to the software utilized bv the supplier the sooplier s response mav be considered 
incomplete and disqualified from further consideration 
7. Continue to saye your response until the response IS ready to be sutxhitted Select the'Save 
for Later* button at the top of the page under “Event Details' of the Event 

2.2.4. Uploading Forms 

Once the supplier is ready to upload electronic files (completed forms or worksheets, product 
sheets, etc), please following the directions within the eRFP to upload these documents in the 
proper location There are three places to upload completed documents 

1 First, the "View/Add General Comments & Attachments' link contains a place for the supplier 
to upload all of the documents and worksheets which were provided by the State Entity under 
the' View Event Attachments' link. Once the supplier has completed the Event Attachments, 
the supplier can then select "Add New Attachments" to upload the completed documents 
The supplier can upload as many documents as necessary in this section of the Event 

2. Second, the supplier can also upload documents in response to each question or bid factor 
which appears on the main page of the Event which appears below the 'View/Add General 
Comments & Attachments' link of the Event To the right of each question or bid factor, the 
supplier can select the "Add Comments or Attachments" link to either enter a written 
response or upload an electronic document in response to the question or bid factor After 
selecting ‘Add Comments or Attachments', the supplier should select “Upload' under the 
‘Add New Attachments" section to browse and upload an electronic file 

3. Third, the supplier can also upload documents in the bottom portion of the Ever< where 
pricing is requested /Vter selecting the comment bubble icon the Evert allows the supplier 
to select "Upload' in order to include an attachment as part of the supplier's response In the 
alternative, the supplier can also select the link 'Bid', which also appears to the right of any 
line items provided in the "Erter Line Bid Responses' portion of the Event After selecting the 
’Bid" link, the supplier can select 'View/Add Question Comments and Attachments " to upload 
a docunert 

2.2.5. Reviewing the Response Prior to Submission 

Each sjmlier 15 tesoons ble for e nsuring an questions have been answered accroortatelv and that 
all necessary documents have been uploaded Pnor to final submission of your response, please 
review the following checklist 

1 Rease review and confirm that the supplier has answered ail questions appropriately Many 
questions require a 'yes' or "no" response Please ensure that the correct response has 
been selected 

2. Rease review and confirm that the most competitive response has been provided 

3. Rease confirm that all necessary files have been uploaded 

4. Rease select the 'Validate Entnes' button under ‘Event Details" at the top portion of the 
Event While the “Validate Entnes" feature cannot verify whether the supplier has attached 
files, attached the correct files, or entered the correct responses, the ‘Validate Entries” 
feature will alert the supplier if one or more questions in the " Event Questions' section of the 
Event have not been answered The ‘Validate Entries' feature is a useful tool, however, it is 
no substitute for careful preparation and review by the supplier The State Entity will not 
consider the supplier's use of the "Validate Entries' feature as an excuse for an error 
committed by the supplier in the preparation of its response 

2.2.6. Submitting the Completed Response/Bid 
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One* the completed response has been reviewed by the supplier, click the “Submit Bid” 
button at the top of the page under the "Event Details" section of the Event. Any information 
entered by a supplier into Team Georgia Marketplace™ but not submitted prior to the submission 
deadline will not be released to the State Entity and will not be considered for award Only after the 
supplier selects the "Submit Bid’ button, will the response to the eRFP be sert electronically, time 
stamping the supplier s response and sending a confirmation eir^il to the email address of the 
supplier Rease note that submission is not instantaneous, therefore, each supplier must allow 
ample time for Its response to be submitted prior to the deadline 

2.2.7. Reviewing, Revising or Canceling a Submitted Response 

After the response has been submitted, the supplier may view and/or revise its response by logging 
into Team Georgia Marketplace’” and selecting the eRFP event number and the 'View/Edlf 
feature for the supplier's previous response Rease take rate of the following 

1 REVIEW ONLY In the event the supplier only wishes to view a submitted response, the 
supplier may select 'View/Edif Once the supplier has finished viewing the response, the 
supplier may simply ewt the screen DO NOT SELECT 'Save for Later" Team Georgia 
Marketplace™ recognizes any response placed m the 'Save for Later” status as a work m 
progress and withdraws the originally submitted b«d As a result unless the supplier selects 
’Submit" prtor to the closing date and time, no response will be transmitted to the State Entity 

2, REVIEW AND REVISE In the event the supplier desires to revise a previously submitted 
response, the supplier may select ’View/Edif and then revise the response If the revisions 
cannot be completed in a single work session, the supplier should save its progress by 
selecting 'Save for Later ’ Once revisions are complete, the supplier MUST select' Submit’ 
to submit Its corrected response Rease permit adequate time to revise and then resubmit 
the response Rease note submission is rat instantaneous and may be affected bv several 

events, such as the supplier temooranlv losing a oonnectiQn to the Internet 

AS EACH SUPPLIER IS SOLELY RESPONSIBLE FOR RESUBMITTING ITS RESPONSE 
PRIOR TO THE eRFP END DATE AND TIME TO ENSURE THE RESPONSE MAY BE 
CONSIDERED BY THE STATE ENTITY, PLEASE USE CAUTION IN DECIDING WHETHER 
OR NOT TO MAKE REVISIONS The State will assixue no responslbilify for a supplier's 
inahlity to correct errors or otherwise make revisions to the submitted response or the 
supplier's inability to resubmit a response prior to the eRFP end date and time 

3. WITHDRAW/CANCEL In the event the supplier desires to revise a previously submitted 
response, the supplier may selecf ”View/Edif and then select ’Save for Later” Team 
Georgia Marketplace™ recognaes any response placed in the 'Save for Latef status as a 
work in progress and withdraws the originaHy submitted bid As a resuft, unless the 
supplier selects "Submif prior to the closing date and time, rw response will be transmitted to 
the State Entity In the event a supplier desires to withdraw its response after the closing 
date and time, the supplier must submit a request in writing to the issuing Officer 

2.2.8. Help Desk Support 

For technical questions related to the use of Team Georgia Marketplace™, suppliers have access 
to phone support through the DOAS Customer Service Help Desk at 404.657-6000, 
Monday through Fnday 8:00 AM to 6:00 PM excluding State Holidays or any other day state offices 
are closed such as furlough days or closings In response to inctement weather Suppliers can also 
email questions to PrggurfimentHfilgQdoa6.aa.flBY 
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3. Oanaral Businass Requirements 

This section contains general txisiness requirements By sutxnitting a response, the supplier ts certifying its 
agreement to comply with all of the identified requirements of this section and that all costs for complying with 
these general txisiness requirements are included in the supplier’s submitted pricing 


3.1. Standard Insurance Requirements 

If awarded a contract, the supplier shall procure and maintain insurance which shall protect the supplier and 
the State of Georgia (as an additional insured) from any claims for bodily injury, property damage or 
personal injury covered by the indemnification obligations set forth m the contract attached to this 
solicitation throughout the dilation of the contract The supplier shall procure and maintain the insurance 
policies described below at the supplier's own expense arxt shall furnish the State Entity an insurance 
certificate listing the State of Georgia as certificate holder and as an additional insured The insurance 
certificate must document that the Commercial General Liability insirance coverage purchased by the 
supplier Includes contractual liability coverage applicable to the contract In addition, the insurance 
certifx:ate must provide the following information the name and address of the insured, name, address, 
telephone number and signature of the authorized agent, name of the Insurance company (authorized to 
operate in Georgia), a description of coverage In detailed standard terrrsnology (includirrg policy period, 
policy number, limits of liability, exclusions and endorsements); and an acknowledgment of notice of 
cancellabon to the State Entity 


The supplier is required to mairtain the following insurance coverage’s during the term of the contract: 


1 ) 


2 ) 


3) 


Workers Compensaton Insurance (Occurrence) in the amounts of the statutory limits 
established by the General Assembly of the State of Georgia (A self-insurer must submit a 
certificate from the Georgia Board of Workers Compensation stating that the supplier qualifies 
to pay its own workers compensation claims) In addition, the supplier shall require all 
suboortractors occupying the premrses or performing work under the contract to obtain an 
insurance certificate showing proof of Workers Compensation Coverage with the following 


minimtm coverage 


Bodily injury by accident - per employee $100,000, 

Bodily injury by disease - per employee $100,000, 

Bodily injury by dsease - policy limit $500,000 

Commercial General Liability Policy with the following minimum coverage 


Each Occurrence Limit 
Personal & Advertising Injury Limit 
General Aggregate Limit 
Products/Corrpleted Ops Aggregate Limit 
Automobile Liability 

Combined Single Limit 


$ 1 , 000,000 
$ 1 , 000,000 
$ 2 , 000,000 
$2,000,000 

$ 1 , 000,000 


The foregoing policres shall contain a provision that coverage afforded under the policies will not be 
canceled or not renewed or allowed to lapse for any reason until at least thirty (30) days prior written notice 
has been given to the State Entity Certificates of insurance showing such coverage to be in force shall be 
filed vwth the State Entity pnor to commencement of any v«>rk under the contract The foregoing policies 
shall be obtained from insurance companies licensed to do business in Georgia and shall be with 
companies acceptabte to the State Entity, which must have a minimum A M Best rating of A- All such 
coverage shall remain in full force and effect during the term and any renewal or extension thereof 


Within ten (10) business days of award, the awarded supplier must procure the required insurance and 
provide the State Entity with two (2) CertifKates of Insurance Certificates must reference the contract 
number The supplier's submitted pricing rrxjst include the cost of the required insurance. No contract 
performance shall occur unless and until the required insurance certificates are provided 
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3.2 Proposal Cartification 

By respofKiing to this solicitation, the supplier understands and agrees to the following 

1 That this electronically sutxnrtted proposal constitutes an offer, which when accepted in writing by 
the State Ertrty, arxl sut^ect to the terms and conditions of such acceptance, will constitute a 
valid and bindir>g contract between the supplier and the State Entity; and 

2 That the supplier guarantees arid certifies that all items included in the supplier's response meet 
or exceed arry and all of the solicitations identified specifications and requirements except as 
expressly stated otheiwise In the supplier's response, and 

3 That the response submitted by the supplier shall be valid and held open for a period of one 
hundred and twenty (120) days from the final solicitation closing date arid that the supplier's 
offer may be held open for a lengthier period of tinne subject to the supplier s consent, and 

4 That the supplier's response is made without pnor understanding, agreement, or connection with 
any corporation firm, or person subrriitting a resporise for the same nriaterials supplies, 
equipment, or services and is in all respects fair and without collusion or fraud Supplier 
understands and agrees that collusive bidding is a violation of state and federal law and can 
result In fines, prison sentences, and civil damage awards, and 

5 That the provisions of the Official Code of Georgia Annotated, Sections 45-10-20 et seq have not 
been violated and will not be vwtated In any respect 

Z eRFP Proposal (Bid) Factors 

This section contains the detailed technical requirements and related services for this Sourcing Event Suppliers 
are required to download complete and then uptoad the Worksheets titled ‘Supplier General Information, 
“Mandatory Response Worksheet', 'Mandatory Scored Requirement Worksheef and "Additional Scored 
Response Worksheef found as attachments ki the Sourcing Event. Although many solicitations will contain all of 
the worksheets noted above, it is possible that a solicitation will rxit contain all of the worksheets In the event all 
four worksheets are not available as downloadable forms to this eRFP, please confirm with the Issuing Officer 
that all four worksheets are not required 

Unless requested otherwise, all responses must be provided within the Excel worksheets and not as a seoaratefv 

attached document Except as otherwise indicated, all requested forms and documerts must be submitted 
electronically via the sourcing tool as an uploaded document to the supplier's response These worksheets 
together with any and all other documents submitted m response to Section 4 of this ^FP will be considered the 
supplier's technical proposal 

The State Entity has determined that it is best to define its own needs, desired operating objectives, and desired 
operating environment The State Ertrty will not tailor these needs to fit particular solutions suppliers may have 
available, rather, the suppliers shall propose to meet the State Entity's needs as defined in tf*s eRFP All claims 
shall be subject to demonstration Suppliers are cautioned that condrtional proposals, based upon assumptKxrs, 
may be deemed norvresponsrve 

4.1. Technical Proposal Introduction 

All of the rtems descnbed in this section are service levels and/or terms and conditions that the State Entity 
expects to be satisfied by the selected supplier Each suppler must indicate its willingness and ability to 
satisfy these requrements in the apjxopnate worksheets 

4.Z Supplier General Information 

Each supplier must complete all of the requested information in the attached file entitled Supplier's 

General Information Worksheet 

DO NOT INCLUDE ANY COST/PRICING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 
4.3. Mandatory Requirements 

As Specified wrth each requremerrt listed in the Mandatory Response Worksheet the supplier must 
indicate whether its proposal meets the individual requirements by marking either a "YES" or "NO' in the 
response block provided A Pass/Fall evaluation will be utilized for all mandatory requirements Ordinarily, 
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to be considered responsive, responsible arxl eligible for award, all questions identified as mandatory must 
be marked ‘YES" to p>ass There may be rare instances in which a response of ■htO' is the correct and 
logical response m order to meet the mandatory requirement (e g responding ‘NCy that the supplier does 
not possess any conflicts of interest). Otherwise, any mandatory questions marked "NO' will fail the 
technical requirements and will result in disqualification of the proposal 

DO NOT INCLUDE ANY COST/PRICING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.4. Mandatory Scored Response 

As specified with each requirement listed in the Mandatory Scored Response Worksheet the supplier 
must indicate whether it will rrreet the individual reduirerrrent (it any) and provide a supporting narrative in 
the space provided To be considered responsive, responsible and eligible for award, any and all 
requrements tdentified m the Mandatory Scored Response Worksheet must be met There may be rare 
instances in which an item within the Mandatory Scored Response Worksheet does not create an individual 
requremenl which must be met, but, instead, merely requires a response All requiremerts labeled 
'Mandatory Scored' must be met by the supplier Failure to meet any mandatory scored requirements may 
result in disqualification of the proposals The narrative descnption, along with any required supporting 
matenals, will be evaluated and awarded points in accordance with Section 6 ‘Proposal Evaluation, 
Negotiations and AwairT of this eRFP 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET, 

4.5. Additional Scored Responses - N/A 

All Items labeled ‘Additional Scored Responses' represent information that is requested by the State 
Entity Suppliers are encouraged to provide a thorough narrative descnption in the space provided in the 
Addlttonal Scored Response Worttth— t Answers along with any requested supporting materials will be 
evaluated and awarded points in accordance with Section 6 ‘Proposal Evaluation, Negotiations and Award' 
of this eRFP 

DO NOT INCLUDE ANY COST INFORMAHON IN YOUR RESPONSE TO THIS WORKSHEET. 

4.6. Additional Information 

As noted m Section 2 2 2 "eRFP Review', please access and review all of the attachments provided by the 
State Entity within the Event If supplemental matenals are requested by the State Entity to be submitted 
by the supplier as part of the technical proposal, the supplier should upload these additional materials as 
noted in Section 2 2.4 'Uploading Forms". 

6. Cost Proposal 

5.1. Cost Proposal 

Each supplier is required to submit a cost proposal as part of its response The cost propiosal will be 
evaluated and scored in accordance with Section 6 ‘Proposal Evaluation Negotiations and Award' of this 
eRFP By submitting a response, the supplier agrees that it has read, understood and will abide by the 
following instructionsAules 

1 The submitted cost proposal must include all costs of performing pursuant to the resulting 
contract: and 

2 Cost proposals containing a minimum order/ship quantity or dollar value, unless otheoivise 
called for in the eRFP, will be treated as non-responsive and may not be consxiered for 
avuard, and 

3 In the event there is discrepancy between the supplier's unit price and extended price, the 
unit price shall govern, 
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In the event there is a discrepancy between (1) the supplier's pndng as quoted on the 
eRFP's provided cost worksheet and (2) the suppliers pricing as quoted by the supplier in 
one or more additional documents, the former shall govern; and 
5. The prices quoted arx) listed in the cost proposal shall be firm throughout the term of the 
resulting contract unless otherwise noted in the eRFP or contract 

S.2. Cost Structure and Additional Instructions 

The State Entity's intent «to structure the cost format in order to facilitate comparison among all suppliers 
and foster competition to obtain the best market pncing Consequently, the State Entity requires that each 
supplier's cost be in the format outlined below Additional alternative cost structures will not be considered 
Each supplier is cautioned that failure to comply with the instructions listed below, submission of an 
incomplete offer, or submission of an offer in a different format than the one requested may result m the 
rejection of the supplier's proposal 

Enter all information directly into the cost sheet(9) Enter numbers on each cost sheet in ‘number* (two- 
place decimal), not 'currency' or other format unless otherwise stated That Is. omit dollar signs commas, 
and any other non-essential symbols (e g , $7 90 should be entered as 7 90) Prices must be in US 
Dollars Enter ’nfa' to indicate not available or ‘O' if there is no charge Cells left blank will be interpreted 
as "no offer' 

Download the cost worksheet, complete the worksheet and then upload the worksheet by following the 
instructions in the third bullet of Section 2.2.4 'Uploading Forms' of thrs eRFP 

6. Proposal Evaluation, Negotiations and Award 

All tmely proposals will be evaluated in accordance with the following steps The objective of the evaluation 
process is to identify the proposal which represents the best value to the State Entity based on a combination of 
technical and cost factors. Based on the results of the initial evaluation the State Entity may or may not elect to 
negotiate technical and/or cost factors as further described in the eRFP In the event negotiations of the technical 
and/or cost factors occur, the revised proposals will be reevaluated m accordance with the provisions of Section 
6 4 "Sconng Critena' of this eRFP Onoe the evaluation process has been completed (and any negotiations the 
State Entity desires to conduct have occurred), the apparent successful supplier(s) will be required to enter into 
discussions with the State Entity to resolve any exceptions to the State Entity s contract The State Entity will 
announce the results of the eRFP as descnbed further m Section 6 9 "Public Award Announcement' of this eRFP 

6.1. Administrative/PrelirTinary Review 

First, the proposals will be reviewed by the Issuing Officer to determine the proposal's oompliarree 
with the following requirements 

1 Proposal was submitted by deadline In accordance with Section 2 

2. ProjDosal is complete and contains all required documents 

3. Technical Proposal does not include any pricing from the Cost Proposal 

6.2. Evaluating Proposal Factors (Section 4) 

If the supplier's proposal passes the Administrative/Preliminary Review, the suppliers responses to Section 
4 'eRFP Proposal Factors’ will be submitted to the Evaluation Team for evaluation 

6.2.1. Review of Mandatory and Mandatory Scored Questions 

The Evaluation Team will review each proposal in detail to determine its compliance with 
mandatory eRFP requirements Responses to both "Mandatory" and "Mandatory Scored" 
Questions will be evaluated on a pass/fail basis If a proposal fails to meet a mandatory and/or 
mandatory scored eRFP requirement, the State Entity will determine if the deviation is material A 
material deviation will be cause for rejection of the projxisal An immaterial deviation will be 
processed as If no deviation had occurred All proposals which meet the requirements of the 
•Mandatory" and "Mandatory Scored" Questions are considered 'Responsive Proposals' at this 
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point in time and wiH be scored in accordance with the point allocation in Secton 6 4 'Scoring 
Criteria" of this eRFP 

6.2.2. Review of Additional Scored Information Questions - N/A 

For all proposals determined to be 'Responsive Proposals", the Evaluation Team will review and 
score the responses to the Additional Scored Information (if any) m accordance with the point 
allocation in Section 6 4 'Scoring Criteria' of this eRFP 

The supplier will receive a total technical score at the conclusion of the evaluation of the eRFP Proposal 
Factors 

6.3. Evaluating Cost Proposal and Total Combined Score 

The cost proposals will be reviewed and scored in accordance with Section 6 4 'Scoring Criteria * To 
expedite the evaluation process, the State Entity resents the right to analyze the cost proposals 
independently, but at the same time the Evaluation Team is analyzing the technical proposals, provided 
neither the cost proposals nor the cost analysts is disclosed to the Evaluation Team the Evaluation 
Team completes its initial evaluation and sconng of the eRFP Proposal Factors 

6.3.1. Cost Scoring 

The State Entity may utilize lowest cost, lowest total cost, and total cost of ownership (TCO) or 
greatest savings to determine the rnost competitive cost proposal The cost proposal may be 
scored on an overall basis or at the category/subcategory/line level (as applicable) relative to other 
proposals The supplier deemed to have the most competitive cost proposal overall, as determined 
by the State Entity, will receive the maximum weighted score for the cost critena In the alternative, 
in the event the cost proposal is scored at the category, sutx^tegory or line level, the State Entity 
may assign the maximum score per category/subcategory/line for the most competitive proposal at 
that level. Other proposals will receive a percentage of the weighted score based on the 
percentage differential between the most competitive cost proposal and the specific proposal in 
questxxi 

6.3.2. Georgia Enterprises for Products and Services (GEPS) 

In the event the issuing officer has received a response from GEF®, the issuing officer must factor 
In a price preference of 8% for purposes of cost evaluation The pnce preference of 8H has been 
approved by CX3AS in accordance with the State Use Law set forth at O.C G A 50-5-135 et seq., 
which IS interxJed to create opportunities for disabled persore employed by community-based 
rehabilitation programs and training centers that are certrfied by the State Use Council To 
imptement the price preference, the issuing officer must lower GEPS' pnce by 8% when oompanng 
GEPS' pnce with any other supplier's response However, in the event GEPS wins the contract 
award. GEPS must be paid at its actual bid price 

6.3.3. Total Score 

The suppliers cost score will be combined with the suppliers technical score to determine the 
supplier s overall score (or 'total combined score') 

64. Scoring Criteria 

The evaluation is comprised of the following _ 


C.deqory 

Criteria 

Points 

Cost 

1, Cost of proposed products andtor 
services 

300 points 

TechnicaW^roposal Factors 

2 “Mandatorv" Requirements 

Pass/Fall 

Techmcal^roposal Factors 

3. "Mandatory Scored" arxitor 
"Additional Scored" Responses 

700 points 


Entity eRFP 

Revised 03/29111 


14 of 18 


SPD-SP016 











Total 


N/A 


1000 points 


6.5. Georgia Based Business/Reciprocal Preference Law O.C.O.A. §50-5-60<b) 

For the purposes of evaluation only, suppliers resident in the State of Georgia will be granted the same 
preference over suppliers resident in another state in the same manner, on the same basis, and to the 
same extent that preference is granted in awarding bids for the same goods or services by such other state 
to suppliers resident therein over suppliers resident in the State of Georgia NOTE: For the purposes of 
this law, the definrtion of a resident supplier is a supplier who is domiciled in the State of Georgia 

6 .6. Negotiations of Proposals and/or Cost Factors 

(X)AS possesses discretionary authority to conduct one or more rounds of negotiations of technical 
proposal arxt/or cost factors as permitted by Georgia law and DOAS' established procurement policy This 
section of the eRFP describes OOAS' process for utilizing its disaetionary negotiation authority as defined 
by O C G A Section 50-5-67{a)(6) No state entity is permitted to conduct negotiations ol proposal and/br 
cost factors without CXDAS' supervision unless DOAS has expressly authorized the state entity to conduct 
negotiations on its own Although this section addresses DOAS' right to negotiate in accordance with 
OC.G.A. §50-5-€7(a)(6). DOAS/State Entity reserves the right to conduct any other negotiations 
authorized by law 

The obiective of negotiations is to obtain the suppliers best terms R FASF NOTE NEGOTIATIONS ARE 
DISCRETIONARY: THEREFORE. THE STATE EhfTITY URGES THE SUPPLIER fl) TO SUBMIT ITS 

BEST RESPONSE AND (21 NOT TO ASSUME THE SUPR-IER WILL BE GRANTED AN OPPORTUNffY 

TO NEGOTIATE 

6.6.1. Overv i«w of Negotiations 

After the Evaluation Team has scored the suppliers' proposals, the State Entity may elect to enter 
Into one or more rounds of negotiatnns wth all responsive and responsible suppliers or only those 
suppliers Identified by the Evaluation Team as being in the competitive range The competitive 
range will not be selected arbitrarily and those suppliere Included m the competitive range must 
have highly scored proposals 

After each round of negotiations (if any), the supplier will submit revisions to its proposal factors 
and/or cost proposal, which revisions will be scored by the Evaluation Team In accordance with the 
same criteria used to evaluate the initial responses from the suppliers Suppliers may be removed 
from further participation in the negotiation process m the event the Evaluation Team determines 
the supplier cannot be considered responsive and responsible or based on the competitive range 
as defined in Section 6 6.3 ‘Competitive Range" 

The State Entity reserves the right to proceed to award without further discussions after receipt of 
the initial proposals, in which case, negotiations and Roposal Revisions will not be required. 

6.6.2. Negotiation Instructions 

Listed below are the key action items related to negotiations The State s Negotiation Committee 
may consist of the State's Evaluation Committee or may be comprised of different people 
hlowever, evaluation of proposals or revised proposals shall be completed only by the State s 
Evaluation Committee 

1. Negotiation Invitation Those s( 4 :piiers identified by the Evaluation Committee to negotiate 
will be notified and invited to attend negotiations Suppliers will be notified In writing (I) the 
general purpose and scope of the negotiations (li) the anticipated schedule for the 
negotiations, and (Hi) the procedures to be followed for negotiations 
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2. Confirmation of Attendance: Suppliers who have been invited to participate In negotiations 
must confirm attendance 

3. Negotiations Round(s) One or more rounds of negotiations may be conducted with those 
suppliers Identified by the State's Evaluation Team 

6.6.3. Competitive Range 

If the State Entity elects to negotiate pursuant to Section 6 6. the State Entity may either (1) elect to 
negotiate with all responsive and responsible suppliers. (2) limit negotiations to those st 4 >pliers 
Identified within the competitive range, or (3) limit negotiations to the number of suppliers with 
whom the State Entity may reasonably negotiate as defined below In the event the State Entity 
elects to limit negotiations to those suppliers identified within the competitive range the State Entity 
will Identify the competitive range by (1) ranking suppliers' proposals from highest to lowest based 
on each supplier's Total Combined Score and (2) then looking for breaks in the scores such that 
natural groupings of similar scores may be identified In the event the State Entity determines the 
number of responsive and responsible suppliers is so great that the State Enbty cannot reasonably 
conduct rwgotiations (which determination shall be solely at the Stale Eitity's discretion and shall 
be conclusive), the State Entity may elect to limit negotiations to the top three (3) ranked suppliers 
as determined by the Total Combined Score 

6.6.4. Negotiation Round Completion 

As part of each round of negotiation, the State Entity may or may not engage in vertal discussions 
with the suppliers. However, whether or not the State Entity engages in verbal discussions, any 
revisions the supplier elects to make to its response must be submitted In wnting via email by the 
end date and time identified by the Issuing Officer All revisions received by the due date and time 
will be evaluated and re-scored by the Evaluation Team in accordance with the same criteria used 
to evaluate the initial responses from the suppliers Revisions which are not received poor to the 
due date and time cannot be considered; however, any supplier failing to submit timely revisions 
will not be disguaiifled from consideration for award based on its final proposal as accepted by the 
State Entity 

6.7. Selection and Award 

The responsive and responsibte supplier receiving the highest Total Combined Score and with whom the 
State Entity is able to reach agreement as to contract terms will be selected for award 

6 .8. Site Visits and Oral Presentations 

The State Entity reserves the nght to conduct site visits or to Invite suppliers to present their proposal 
factorsAechnicai solutions to the Evaluation Team Cost proposals and related cost information must not 
be discussed du^ing the oral presentation of the suppliers technical solution. Nothing m this section shall 
prohibit the Negotiation Team from discussing both proposal factors and cost information dunng the 
negotiation process defined by Section 6 6 ‘ Negotiations of Proposals and/or Cost Factors’ 

6.9. Public Award Announcement 

The preliminary resuts of the evaluation will be announced through the pubic posting of a Notce of Intent 
to Award (in the event the value of the contract(s) is estimated to be $100,000 or more in the first year) to 
the Georgia Procurement Regstry The Nobce of IntenI to Award (‘'NOIA'^ is not notice of an actual 
contract award, Instead, the NOIA is notice of the State Entity's expected contract Bward(s) pending 
resolution of the protest process The NOIA (If any) will identify the apparent successful suppiier(s). 
unsuccessful supplier(s), and the reasons why any unsuccessful suppliers were not selected for contract 
award NO SUPPLIER SHOULD ASSUME PERSONAL NOTICE OF THE NOTICE OF INTENT TO 
AWARD ("NOIA') WILL BE PROVIDED BY THE STATE ENTITY INSTEAD, ALL SUPPLIERS SHOULD 
frequently check the GEORGIA PROCUREMENT REGISTRY FOR NOTICE OF THE NOIA 
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The Notice of Award C^NOA”) is the State Entity's puWic nobce of actual contract award(s) The NOA will 
be publicly posted to the Georgw Procurement Re^ry 

7. Contract Tsrms and Conditions 

The contract that the State Entity expects to award as a result of this eRFP will be based upon the eRFP, the 
successful supplier's final response as accepted by the State Entity and the contract terms and conditions which 
terms and corxtitions can be downloaded from the Sourcing Event The "successful supplier's final response as 
accepted by the State Entity* shall mean the final cost and technical proposals submitted by the awarded supplier 
and any subsequent revisions to the awarded supplier's cost and technical proposals and the contract terms arxi 
conditions due to negotiations written clanficattons or changes made in accordance with the provisions of the 
eRFP, arxi any other terms deemed necessary by the State Entity, except that no objection or amendment by the 
supplier to the eRFP requirements or the contract terms and oonditione shall be incorporated by reference into the 
contract unless the State Entity has explicitly accepted the supplier's objecbon or amendmert m writing 

Please review the State Entity's contract terms and conditions prior to submitting a response to this eRFP 
Suppliers should plan on the contract terms and conditions contained in this eRFP bemg Included In any award as 
a result of ths eRFP Therefore, all costs associated with complying with these requirements should be included 
In any pnong quoted by the suppliers The contract terms and conditions may be supplemerted or revised before 
contract executon and are provided to enable suppliers to better evaluate the costs associated with the eRFP 
and the potential resulting contract 

Exception to Contract 

By submitting a proposal, each supplier acknowledges its acceptance of the eRFP specifications and the contract 
terms and condition8 without change except as otherwise expressly stated in the submitted proposal If a supjDlier 
takes exception to a contract provision, the supplier must state the reason for the exception and state the specific 
contract language it proposes to include m place of the provision. Any exceptions to the contract must be 
uploaded and submitted as an attachment to the supplier's response Proposed excejations must not conflict with 
or attempt to preempt mandatory requirements specified in the eRFP 

In the event the supplier is selected for poterlial award, the supplier will be required to enter into discussions with 
the State Entity to resolve any contractual differences before an award is made These cHcussions are to be 
finalized and all exceptions resolved within the period of time idertifled In the schedule of events Failure to 
resolve any contractual issues will lead to rejection of the supplier The State Entity reserves the right to proceed 
to discussions with the next best ranked sujajalier 

The State Entity reserves the nght to modify the contract to be consistent with the apparent successful offer, and 
to negotiate other modifications with the apparent successful supplier Exceptwns that matenally change the 
terms or the requirements of the eRFP may be deemed non-resjronsive by the State Entity, in its sole discretion, 
and rejected. Contract excepbons which grant the supj^lier an impermissible compebtive advantage, as 
determined by the State Entity, in Its sole discretion, will be rejected If there is any question whether a particular 
contract exception would be permissible, the supplier is strongly encouraged to inquire via written question 
submitted to the issuing Officer prior to the deadline for submitting written questions as defined by the Schedule 
of Events 

8. List of eRFP Attachments 

The following documents make up this eRFP Ptease see Section 2.2 2 ‘eRFP Review’ for instructions about 
how to access the following documents Any difficiity locating or accessing the following documents shotJd be 
immediately rejxjited to the Issuing Officer 
A State Entity eRFP (this document) 

B Sjsecial Term Definitions from Section 1 6 ’Definition of Terms" of Mss eRFP 
C Supplier s General Information Worksheet from Section 4 2 of this eRFP 
D. SPO-SP054 Immigration and Secunty Form - Page 25 of State Contract 
E Mandatory Response Worksheet from Section 4 3 of this eRFP 
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F Marxlatory Scored Response Worksheet from Secton 4 4 of this eRFP 

G. Cost Worksheet Line Item Bodget from Section 5 'Cost Proposal' of this eRFP 

H. Cost Proposal Rate Schedule 
I Certificate of Non-Collusion 

J Tax Compliarx^e Form 
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ATTACHMENT 6 
CONTRACTOR’S RESPONSE 


Event Details 


RSK 

4CpOO-(:f 

Format 

- 1 i 

Typo 


Pago 

tVOTifIftjnd 

1 

Vertlon 




eVOTiMMM 

Foaltiva Altar 


aacv 3017 




05/15/1017 20mill; ECT 


0«/05/20n 17100100 BPT 


Ev«nt Currancy; US Dotar 

Bids aliowad in (4h«rcumncy: No 


Bid Number: 

Bid Dale: 

Total Bid Amount: 


1 

08/05/3017 13:30-^ EOT 
180,400.00 


Bidder: Life Reaoutaas at Qeorgia. Inc. 

P.O. Bok 2323 
Daeula QA 30010 
United Slates 

Submit To: Depatiment of Public Health 

Qeotgio Oepaitment al Pubic Health 

2 Peachtree Street NW 

16th Floor 

Atlanta GA 30309 

United States 

Contact: Kathleen Lane 404/232<1144 

Phone: 

Email: Icalhlaen.lana9dph.ga.gov 


Event Description 

PiUMUAHt te tb« Act lOffletAl Oe»d« of Qoarttlm AaAijt:«Lad SISQ-S-SO «t Moq.l, tiUa •iMetfoaic ftiiqu««L for 

HropoMl* ftfkPFi 1* Iimu^ id Matalilldb a dtioCsAuC vilt-h * CioaCrdcCor whu will botva am th* QouCrAdC 

MftndSdwnl AodO^V to dkfaiinldtwr Ch« Podltlv* AlCdxc^tivd* fox Pt«quiUicy Asd PA>rd&Clki9 <3rAAt PxoqiAn fox thd Odoreld 
DapAxcoont: of ftiblio Boalch Offloo of Uxtoinal 2 nd Child Hoolih ihAidl&Aftox, tho SCdto SnLlty) an furthax daucrlfaod in 
this oh^P. 

Tbo Poaltlvo Altornatlvoo for Proonutcy and Parontlng Oranc Program !■ ovtabllahod to davolop a ataco-wld* offort that 
proootoa baalchy prognanclea and oblldblrtb by awarding granca to nonprofit organlsatlono to provida pregnancy aupfoit 
»ervlee« at no coot. The Oontraot MinagoinemC Agoncy Iberoloafter. itha AQODcyi> will aolect Direct Client Service 
Prowidare I hereinafter. Providore and auboontract with the Provldore to provide pregnancy eupport eervioea* 


far rmro infnrTMt lot) regarding tbia aalioitetian. pleaae oliok cm rha "CHeh 1W Palanife Your fteaponae* link. 

St you axparlatuia tachaieal iSltlleultlaa aocaaatng tha bid tlccumBnta, plaaaa unateel the ^aam Oaurgla Markatplacm Halp 
Caak at 4Q4-6&7*e0Q0. Plaaaa contact tba ?aaat Oaorgia Karkatplace Kalp Oaak In aeaila tlM In atdai that you nay aubaiit 
your xaaponaa to the aelleltatloA by the daadllna. 

Generai Comments 

• Verelom 3 - 

Added the CMeetlona and Anewet Docuxmit and Addeodua algnature page 

Fleeee note youx oonpeny nuat be regletered in Team (3eorgla Martcetpiace to eeceeo docorante for thle eolioitation 
and to eubnlt your teoponee. 

Llatad below are the attached c^cuimnta that neke up tbia aRFT and can be aiTceaeed In lean Cecn-gle f^rketplaca 
(ItVIl a pa aura to read thaai in their antiraty and caagileta 4 upload ASiCi applicable dacufmira with the * that mat 
ba aubaiittad aa part of )mur bid packaga. Any dlFfteulty locating or aocwaalng the following dotntmnta ahauld be 
iaaaidiafely rapearted to tha laawlrtg Officer. 

Fleeee be aura to coBtil«t.a tha ALL of the daouaectte with an aatarlak (*> 4 upload ihaai ae pact of ywux bid. 

FAILURE 70 flUFFLT TBl COKfLBTtO COClbeifrifil VILL ZM&4 THB BlDE 4 tR A 0 IKM - RSBFOHatVK , 


is State ftitlty eRFF Ithia documents «->• eyscem Qetteietad 
3s Revlead Contract Shell 
3 s ^Fupplier Oeaoral Infometlon Vorkehaet 

4. *FFD-FPDM Imnlgration sod Security Fom Atteebaeot 4 of the State Ooatract 

5, •ftendatory Reepoooe *tork«heet 

4 1 ^nmdatory Scored Reoponee Workeheet 

7s *Cnat Pmpoaal bine Itetr Fudgat OF COet Propoaal Rate Fohedula. 
g. *CerrSfiesta af Ncm-Cnl luajon 
4. *rax Oee^lianca fom 
to. Addanduai 1 Rlgnatura page 


FLEAVS MOTB) Yau miat be ttagged laco ream Oaox-gla Kxckatplaca and aesrapt thin hid Itsvlcacloa in etdar to vlaw tha 
actaohmuca. If yxi Hava any dlfflcultlaa teglataring/logglng Into TOM, plaaaa contact tba TCM Belp Dealt at (404) 
<57-4000 


Qwwml Qu— U onB 

I ftinsltnn--OSU 

tis~*~V>«MAdd'C«ihnwiM slid Attomnw^ 
link d Tils Evsnt lo mosss S^s «RF« tnsinioions 
duamsnt Hsvs you os/rpisWd tus taik7 

Rsquirad Yw lAaruulwy Ruponss Yst 


Xist WorsT 


Yss 


X 
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Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Forinat Type Page 


Ev«iiA Round Vertion 

Erent Name 


Start Tfene 

Finish Tlmo 

' ■- . i',’! u'-z J'.' HfT 

Event Currency; 

Bids allowed in other cuivency: 

us Dollar 

No 

Bid Number; 

Bid Date: 

Total Bid Amount; 

1 

06/05/201713:30:25 EOT 
180,400.00 


Bidder; LEe Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department of Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: Iiathleen.lane9dph.ga.gov 


Response Comments 


f 0|ieshon_UOM Best Wryst Hesp onss 

C(rnpaii> intormaSon 

Havs you prondsd your comparty and ooirtact 
mtoimalionT You must promtls this nioimaSon os an 
Mtadimanl by ekdtlng on tie Ink to the rtght ‘Add 

Comments or Attachments ' vee 

Required Yss Mandatory Response Yes _ V_ 


Bs spottss Comments 


□sorgla Bssad 

Are you a Georgia Based oompany os defined in 8PD.SP042 

SuppUet General Inlonnalon Worksheet? Yes 

Requited Yes Mandatorv Response No _ Jt. 

Heepooes Commante_ 


Mkionty Business Clsssrtication 

Ate you a Mnorrty Busneas as dsSned in SPO'SP042 

Supplier General Infoimaaon Worksheet? Yee 

Required Yes Mandatory Ragponsa: No _H. 


RaepqrteeComtrtsnte _ 

! 


Sales and Use Tax Compllairce 

H»a you completed the Sales and Use Tax Foim (prondad 
as a link In Ihe eRFP Instruclions aflachmantl? You 
must pioyide the completed toim as an attachment by 
dickmg on ttie ktik to the right antsled ‘Add 

Comments or Attachmsnts* Yss 


V 


Requtted: Yee MandaKxy Response Yes 






























Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Forinat Type Page 


Ev«iiA Round Vertion 

Event Name 


Start Tfene 

Finish Tlmo 

' ■- . i',’! u'-z J'.' HfT 

Event Currency; 

Bids alkrwed in other cuivency: 

us Dollar 

No 

Bid Number; 

Bid Date: 

Total Bid Amount; 

1 

06/05/201713:30:25 EOT 
180,400.00 


Bidder; LEe Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department of Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: Iiathleen.lane9dph.ga.gov 


Response Comments __ 

[Aieahon_ UOM Best Worst Bssp onss 

Sma' BjsnsM 

Are you a Small Bustness ensiy as defiired ai SP0-SPO42 

Sup^iet Genaret InformaSon Worksheet? Vss 

Required Yes Mandasory Response: No _ V 

Reeponee Comments 


CommunrcaSon wdh Issuing Oltioar 

By answering 'yes’, tie Offeror aidinowledgae lha rule 
legardng lastrKSons on me supplier's (xmmunii:ason 
wtm state staf members If a communicason a 
qjassonable, lha Olfaror agiees to contact me 

idanstod Issung oncer to ragusst asaetarrce Ves Select One 

Opscns Ves X 

No _ 

Required: Yes Mandstory Response Yes 


Itaponse Comments 


PCard Paymenis 

Does your cornpany accspi Procurement cards as a mathod 

at paymsni? Vae 

Requiied Yss Mandasory Rasponsa No _ d. 

Reaponee Comman ta_ 


Recipmcsl Pietsrsncs Law O C G A §S0-5-S0lb) In whid) 
stale is your company domiciled? 

For tie purposes ot evaluation only. Supplleis residani 
In the StsSe at Gaorgia wit be granted lha same 
preteianos over Suppliere lesldanl In anothar state In 
me same manner, on tie same basis, and to the same 
extent mat preference Is granted m awarding bids lor 
me same goods or seivioss by such othsr state to 
Suppliers residani meieln ewer Suppliers ressdant In 
ms Stats ot OeorgM 

























Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 

Even! Round Veriiun 

Event Name 

J,:';'.- ^ loi ra:: -J -"_ 

Stan Tkne FInMi Time 

:■ ... :, rrr_ '. .. I" ErT 


Event Curren^; US Ootar 

Bkte allowed in other cuivency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 180,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q10 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


NOTE: For the purposes o< this law. the definition of 

a reeldent Supplier is a Suppler who « domiciled In 

the Slate of Georgia. Select One 

Opsone: Alabama 

Alaska 
All zona 
Aikansat 
Cestomia 
Cctorado 
Connecticut 
DaUwara 
Washington DC 
FIoikU 
Qeoigta 
Haeall 
Idaho 
lllinoa 
Indiana 
Iowa 
Kansas 
Ken kicky 
Louisiana 
Mama 
Maryland 
Massaohusalls 
Michigan 
Mrnesota 
Mhessippi 
Mhsourl 
Montana 
Nebraska 
Nevada 

Nm Hampshire 
New Jersey 
New Mexico 
N«f York 
North Carolina 
North Dakota 
Ohio 

Odahoma 
Oregon 
Pennsylvania 
Rhode Island 
Souti Carellna 
Souti Dakota 
Tonnessaa 
Tanas 
Utah 
VSimont 
Virginia 
Wathinglon 
West Vligkiia 
Wisocnan 
Wyoming 
Otiei 

Required: Yee Mandakvy Response No 


M 





















Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Ev«iiA Round 

Verfion 


Event Neme 




Stan Time 

Finish Time 



; . • i.:r c ■ . vf i :ii 

;: JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 


Bid Number; 

Bid Date: 

Total Bid Amount; 


1 

06/0SA017 13:30:25 EOT 
180,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q10 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


Reaponee Cottimet9a 


I Oueeilon UOM Beet Worst Heepo ne e 

neats taleet the epMnSral most accurately dalnea 
yourcomparvy based on tie datnisons below 

' "Georgia Rssdsnt Businsss means any busmess tist 
legulaily maintains a piece tiom wtiioh business » 
physically conducled m Georgia tor al least one year 
pnor to any bid or propossl to tie state or a new 
business tiat is donvcHsd in Georgia and srliich 
rsgulaity maintaint a place from which buslnese la 
physically conducled si Georgia, provided, however, 
ttiat a place from whKti business • oonductsd shall not 
nduda a poet olloa box a laased prfvalt msilbos 
site iTBter. or temporary sliucture 

"A Small businsss is detnsd as a busxiass tial is 
ndependanUy owned and opeialad In addton such a 
busmesB must either have fewer tian 300 employees or 
less than t30 mibon in gross rscsipts per ysar 

'A Georgia Hasideiil Small Business woiAd be a business 
mat meets the requirements tor bom a Georgia Resident 
and Small Businsss 

AMo. me Stale encourages si compaittee to 
subooniract portons ot any stale contract to small 
«id minority business sntsrpiises Suppfcsis 
mterestsd In taking advantage d me Qaoi0a mcoms 
tax noentves provided tor by me Official Code of 
Georgia Annotated Seclon 48.7.3a islahve to me use 
of rnnonty subconiraaais In tie peitomranoe of 
contracts awarded by the State of Georgia should 
contact me Vendor Relalions Admimstrator 

vendor RaUSons Administislot 
Depanment ot Adminlatratvs Sennces 
200 Piedmont Avenue 8.E 
Suite 130S. West Towel 
Aflsnia. Oeoigia 30334 0010 
Teieohone 14041067-0000 
Fax 14041057-8444 

Optons: Georgia Resident Business 

Georgia Resident Small Buslnese 
SmsI Bussiess 
Nek Applicibis 

Required: Yee MandJSocy Response: No 


Select One 









Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Forinat Type Page 


Ev«iiA Round Vertion 

Event Name 


Start Time 

Finish Tlmo 

' ■- . i'r’i u'-Z J'.' HfT 

Event Currency; 

Bids allowed in other currency: 

us Dollar 

No 

Bid Number; 

Bid Date: 

Total Bid Amount; 

1 

06/06/201713:30:25 EOT 
180,400.00 


Bidder; LEe Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department of Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: Iiathleen.lane9dph.ga.gov 


Ropons# Coitwwtitf 


I Oueeiloo UOM Beet Wore! O wpo n ae 

Ate you a Wemet><0«m«d budnese? 

A business Siat is at least 51 % owned and controlled by 
one or more women and primarily managed by arte or more 

women No 

Required Yea MandaSory Rasponse: No _H 


Reapo n aa Comments 


Ate you a Vara ran .Ownad Smal businassT 

Veteran Ovned SmaS Business as used in tiis prawiaon 
means a smdl buemess tiol: (l| ia at least 51^ 
uncaniMonaey owned by one or mote veterans (as 
debited at 3S U.S.C 101(2)). or Id llte case ol any 
puWldy owned txismeee. at least 51% ol Vie stodr ot 
wlwcit is uncondlSonaVy owned by oie or more vetarais 
and (I) whose managament and rlaily businass opetaMns 

are controsad by one or more veterans No 

Required Ye* Mandatory Rasponse No _H 


Reepon e e Comments 


Can your oompaity ba dasslied aa a Unortly Owned 
Buemees? 

Select Vie op»on(si below that cxtrrecty idenliftts 
your company based on lha balow dainilian ot a 
mnonty business. 

A Mnority Business enisrpitse means a small business 
con(»m which Is at least 51% owned and controladby 
one or more maiontiec aitd is authorized to do and a 
doing business under the laws of Vie Stale of George, 
paying all taxes rkily aooaseed and domroiad wllhin 
this state lOtlloral Corta ot Georgs Annotaled 

$50-5-131) Select All That Apply 

Options Alrtcant Amsilcan _ 

Asian Amarican _ 

HispanioLalino _ 

Nahve Amencan 

Pad*c Islander _ 

























Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Ev«iiA Round 

Vcrfion 


Event Name 




Start Time 

FlnMi Time 



; . • i.:r c ■ . vf i :ii 

;: JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 

Bid Number; 1 

Bid Date: 06/b5A017 13;3e:2S EOT 

Total Bid Amount; 18»,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heotth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: lothleertlane9dph.ga.gov 


Question 

Requnad 


Not ^iplicsble 

Ves Mandatory Response; No 


UOM Beet Wore! 


rt iepgnee 

X 


PMpgneeCgmmsnte 


Is your company a soulnized companyT 

Any Supplier Viai currently and or previously, wittvn 
the last tirse years has had business acSviees or 
other operatora outside of the United St st es . must 
cersty that It IS not a'eciutlrured company* A 
scrusnized oompsny is a company conducting businese 
operaliana si Sudan that Is involved si powar 
produolan aolMSas. mnarst aiiliaeSrsi acSrvlllas 
cH-relatad acSyiheB. or me production at military 
equipment but axdudas a oompeny whidi can demonstraie 
isiy ct the iollowlng esoepeons naiad In O C 6 A 
Section 505-84 Falsa cerllllcation heraisidar may 
lesuti II ovil panamee, contract temunaticn. 
neligibiiity to bid on stale oontractois lor three or 
more years, and.-or any othai avaHaUa rsmady II tie 
Supplier It a tcnjtsilrad company, the Supplier shall 
nolbealigbleiobidan or aubmit a proposal tor a 
contract wKh the State Entty unless DOAS makes a 
datermnason Si eccordanoe with O C.Q A SeoSon 
50-5-84 mat It IS m tie beet inieresls ot me State 
to perniit ms sciutmaed company to submit e bid or 
proposal Any scniSnlrad compwiy desiring DOAS to 
make sudi a dalarminalicn should oontacl bolh DOAS and 
me Issuing Offlosr snmedetely 

nsase make a salachan from the mraa options 

A. I certify my company It NOT a *scrutlnlzad company* 

6.1 cerbty my company is a ‘sciutnized company* 

C. I certiV I have lequssted and reoaived wrlNsn 
peimssion liom DOAS to submit a response lo mis Event 

In accordance with O.C 0 A Seceon 505-84 Select One 

Opsons; A X_ 

B __ 

C _ 

Required Yes Mandaioty Response: No 


Heeponee Comments 












Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Ev«iiA Round 

Vcrfion 


Event Name 




Start Tfene 

FlnMi Time 



; . • i.:r c ■ . vf i :ii 

;: JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 

Bid Number; 1 

Bid Date: 06/b5A017 13;3e:2S EOT 

Total Bid Amount; 18»,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heotth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: lothleertlane9dph.ga.gov 


OuMlion liOM Beet Woret 

Do you tiaie the mmimum number of lull oonsecuttvs 

years c/ expanence aa dafinaO m the aRFP doeumsnf 

You tnud proyida this datailad IntorniaUan as an 

aitachmant by choking on tie Ink to 1h* itgnt 'Add 

Comments or Attachments* Yea 

Raqultad Ya« Mandatory Hatponsa; Yas 


rt aaponaa 


Y 


Raapooae Comments 


Qeorgia Sacuitly Immigratton 

Pursuant to O C G A $ 13-10-01. all contractors or 
subccn tractors who an tat Into a contract with tha Staia 
Ently In connection witi the physacd pertoimanos ol 
services wiTiin Svs slate shai ragster and 
paiSopala In Ihe ladaral woik authoiisation program 
to veitiy Infoimseon ol all amployaas To b« afigltsa 
tor ooniract award, the euppher must return the 
attachad form. Bacausa this form must be sigiad and 
itolansed tia suppllat must comply witi lha SlaM 
Emily's nstnjcaons tor mailing and receiving Ihls 
form Does the supplier agree to lully comply with 

this laquiramsnrT Yes 

Required Yee Mandatory Raeponsa. Yes _ V 


Raeponee CoinmanAt 


Hare you compteted toe Mandatory Response wonrsheet as 

dslined in to# aRFP documantr Yas 

Requited Yes Mandatory Response. Yes _Y 


Rtaponae Comntanla 


Standard Insurance Requirement 

II awaidad are you piepaied to provide Insurance as 

daSned in toe sourcing evenf’ Yea 


V 


Rsquiiad Yes MandoloiY Response Yes 























Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 

Even! Round Veriiun 

Event Name 

J,:';'.- ^ loi ra:: -J -"_ 

Stan Tkne FInMi Time 

:■ ... :, rrr_ '. .. I" ErT 


Event Curren^; US Ootar 

Bkte allowed in other cuivency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 180,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q10 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


Response Comments 


Line Dctaila_ 

Lkia; 1 Item 10: LkraOty: 1 UOM: Each BidQly; 1 

Required: Vee Reserve Wee: No _ 


Oescrtpllon: Agency Support Seivloas • Tout 

Oueetiqo _ UOM Best Worst Reapoiiae 

What IS your did piiosT 0 


Requred Yee Uandalory Response No 


laiMoo 


Raaponse Comments 














Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Event Round 

Vcrfion 


Event Heme 




Stan Time 

Finish Time 



; . • i.:r c ■ . vf i :ii 

;: JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 130,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula Q A 30010 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


Appendix A - Line Specifjcations 

Line, i Item ID. LlneOty: i UOM: Each 

Deeorkitlon; Agency Support Services • Tout 


Manulacturer; 
Item Length: 
ItemtWkWi: 
Item Voliane: 
Item Weight: 
Item Size; 


Mfg Item ID: 

Item Height 0 
Dtmeneton UOM: 
Volume UOM: 
Weight UOM: 

Item Color: 


vnippinp inpofinmipn 


Schedule: 1 

Ship To: 

8 PH ContraciB. Procu lament 

Quantity: 1 


Georgia Dspt ol PuMc HaWth 

Due Date: 03/10/2017 


Conlrada, ^ocuiwnwit & Purchasing 

Freiptt Tettna: 


2 Peadilree 81 NW Ste 0-222 

Ship VU: 


ASsntaGASOOOS 














Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Event lb rormat 

Type Page 

Evefd Round Version 


Event Name 

1 • • ' ' • f * r ■ ■ 1 t • »• •• * 1 . T - * r-, T* • 1 ' .• 

1 • 7 

Start Time Finish Time 

1 oi/ia/ioi7 20iioja9 ett 

.17 17100100 EOT 


Event Curran^; US OoHar 

Bkte allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount; 


1 

0e/0SA017 13:30:25 EOT 
180,400.00 


Bidder; Life Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula Q A 30010 
United Stales 


SubmM To: Department ol Pubkc Health 

Georgia Depailment of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


Appendix B - Terms & Conditions 

1. lAtroduotion* The Teojr. Oeorgia Karketplaoe ia provided by the Oeorpia Depa rtm e n t of Admlniatracivo Servioea 

and ita partnora and aarvan aa an olaotroale tool to au^tpart varloua aiata purchaalnp (unotieoa, «uch 
aa rapiatratlcm of bidder* and auppllarfi, advertlaanant of contract o( 4 >ortuiLltieB, elaotxocUc bidding, and 
oontracta aianagaiNint. Aacaaa to and/or ua« of tba Toan Oeorgia Kerketplaco ia govaroad by tbesa Tenna L 
Condition*. DOAS reaervaa the right to change the Tenro 6 Conditiona at any time with or without notice by 
poatlng rwviaiona. You aie rwaponaible Cor reviewing thaaa Term (• Oonditlona a* well ae any auhaaquant 
cbangee to the Teima k Conditiona. Uaieea othecwlee apeolfied. any changes will be effective when posted. 
yoUR ACCB3S TO OR USB OR TKB TEAM OBOROXA WREETFLACE OOKSTtrUTBS TOUR A(3BEK»«KT TO BE Borjmi BT THESE TBRFB fc 
COWWTIOW. IWCbUDlMO Afrt CKWWBe TtlAT EICICT HUBW YW RS-ACCBSS THE TEAM 0BC*R01A Ff^MCTPLACB. IF YOU DO NOT 
AOHRB VTIYI THE£B TEHMR L CONDITTONS. DO NOT USB THE TRAM CBOROIA KMtKTrFtACR. 

2 . Definitlona. "You*’ and *‘your* refer to the individual acoesaing tbla Ryaten aa %rell aa the legal entity the 

Individual ia repreaentitig. "dyateoi'* ahall inaan DCAd* eSouroa ayatapi and tha Taam O»orgia Kaiketplace . 
including but not United to the FeopleSoftS Supplier Relationahip Management. Purchaeing and other Pinanolal 
iTodulea. *OOAS* **ua* and *our" refer to the Oaorgla Deportmant of Adadniatratlve Service*. 

3. Acceptance ot These Terms. By accessing or using the Byecem. you agree that ID you Have read and understood 
these Tenss k OMiditlons and |3J you axs bound by the Terine k Oonditloae dating your access to and/or use of 
the Syates. 

4. Registration. By regieterlng and eetabllshlng certain aooount and paevword infoirvetlon, you will gain aooese 
to certain inforiMtlon. eervices and/or materials maintained on this Rystea. YOU ARE SOLELY RESPONSIBLE FOR 
MMtfrAINIMO THE MOST CURREtn* AND ACtX'RATE INFCJMTICCf FOR YOUR BUSINESS. FAILURE TO PROPERLY MAINTAIN YOUR 
ACCOUNT tftY LEAD TO YOUfl INABILITY TO FULLY UTILIZE THE SYSTEM. INCLUDINO BW NOT LIMITED TO TOUR ABILITY TO 
RECEIVE CERTAIN EMilL NCyTICER OF BUSINESS OFFOATUNITTBS. Ae part of propeely maintaining youx account, you 
nust liifnsdiately deactivate registered repreeen tat Ives of your conpany who are no longer authorized to 
represent your co*r-nny le.g. terminated eeg^loyee*. etc.l. DOAS reserves the right to aeoign expiration date* 

Co regietratlons. classify reglstracIona a* Inactive. oi rernovs reglecratIons when to do so is in nur best 
intsrescs. Pleas* note the Syatem*s acceptance of your registration is not an IndicatloA that you are eligible 
for contract a*Nird. In addition, DOAS rceerves the right to charge a fee for the provisioa of certain 
eervices. iocludlog. but not limited to. the provieion of certain notilication emails. 

5. Use of Che System. You are responsible for all content that you post, s-mail, transmit, upload or otherwiae 
mike available through the System. You agree not to use the System to nake available any oontent thatt (I) is 
unlawful, harmful to adult* or minora, threatening, abusive, haraeelng* tortioua. defanntory. vulgar, obecnne. 
llheloua. Invasive of another's privacy, hateful, or otherwise ohjectionabler 131 infringes any patent, 
tradeirark. trade ssoret. copyright or other propristery rights of any persont 131 contains unauthorised 
advertising or solloitatlonsr 141 is intended by you to interrupt, destroy or limit the functionality or 
IrtCwgrity of any ouffqpucsr software, hardware or Materials on the 8ysce«»r or iS) Is tnlsteadlng. false, 
frau^lent or criminal. You are responsible for tMincalning the confidentiality of your password and any 
nsmbership account information. You agree Co i no ro J iately notify us of any unauthorized use of your password or 
other membership sooount Information and further agree to indeonify and hold us bartniese for any inproper or 
itlegat use of yout password. 

4. No Ouarantee of Privacy. Your access to aad.'or use of the Rystem nay be eubdect to monitoring or Cracking. 

Any and all msterlsls entered into the System shall be considered *publio racords* and shall be eubjnct to 
public disclosure in accordance with chs Osctgla Open Records Act. 

7. Right to Restrict or Prohibit Access. You acknowledge and agree that DOAB my change, modify, amend, suspend 
or discunclnue any aspsut of the sarvlvss or the Pystem. at any tin**, without nucloe and without liability to 
you or to any third party. COA3 may inpose limitations on tho uss of Chs System, including, but not limited 
to. limiting the time in wbloh the ffystsm may be accessed and/or limiting the type or volune of materials which 
msy be uploaded to the dystem. You are strongly cautioned to maintain your own records as any and all 
inforiratlon contained on the flyecsm auy be removed at DOAB* dls<rracion at any els*. DQAS may, at its sol* and 
abeoluC* discrecloa. refuse to accept your rsgistration and nay. at any time after accepting registration, 
refuse to permit your continued use of the Rystem for any reason, In addition, in the event you violate the 
Terms k Cbttditlons. we reserve the right to seek ether an^roprlat* teaedle* sgsinst you. including, but not 
limited to voiding contract award<ai. euepenelon. dehaiirant, orlmloal proceedings and any other renadles 
permitted by law. 







Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Etw 4 lb rormat 

Type P^e 

Evsfd Round Varalon 


Ermt N«n« 

• f * r ■ ■ 1 1 • . * 1 . T - * r-, T* • 1 ' .• 

1 • 7 

Start Tkn. Finish Time 

1 Oi/ia/2017 20x10x19 ETT 

.17 17100x00 KDT 


Event Curran^; US OoHar 

Bkte allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount; 


1 

0e/0SA017 13:30:25 EOT 
180,400.00 


Bidder; Life Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula Q A 30010 
United Stales 


SubmM To: Department ol Pubkc Health 

Georgia Depailment of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


8. DTdCLAIMBR OF WARRANTIRd. DOM <So*« fioC oi w«rtranc thac (h* SyatMi will op«raC« untnc«> tupr.«d oi 

•rror-fTM. 7b* System oad »oy inforvAcioo or natarial cootaicued on tb« Systom La provided to you on an **aa 
ia* and "aa available* baaia. Any material downloaded or otberwlee obtained through the use oE the Syetem ia 
done at your own diecretlott and rieK and you ehalt eolely rMeponeihle for any damage to your congiutar oyatem 
er loaa of data that raaulta from tha download of any auch mitarlal. All conditlona, rapraaantatlona and 
warractias. wfaathar aacpraaa. iirpliad. atatutory. or otbarwiao. including any iupllad warranty of 
mercbastabllity. fitneaa for a particular purpoee. or noa>inEringement of third party righta. are hereby 
dlaolatnuKl. No advloe nr Informacioct. whether oral or written, obtained by you from tl>e aervloe shall eteate 
any warranty. OOM ia not liable and ahall have no reeponaibillty of any tclnd to you for any lose or damage 
that you inoor in the event of lil any failure or interruption of tha pyatamr liil any act or oadsaion of any 
third party Involved in making thio $yeter or the date contained herein available to your Iiii> any other oeuee 

relating to your aooeea or uea. or Inability to aceeoa or um. any portion of this System or materials on thl* 

Bystam, whether or not the circunstances giving rise to auch causa ray have bean within the control of DOM ox 
of any vendor providing eoftware, services or support* tn no event will DOM be liable to you for any direct, 
special, indirect* oonaequentSal i or incidental datrwg«»s or any other loss or damagee of eoy kind even If DOAS 
has been odvieed of the possLhllicy thereof. 

9* Software 4 l^rd i^rty Content. Information presented on the System is oollected. ralnteined. and provided by 
DOM. tee pertnexe. and other government entities, tfhite every effort le rad* to keep such Intormaclon aoourate 
and up'to-date, DCM doae not certify the authentioity of any infoiration that la ptovidad on tble Syatain. 

Under no clrcuaartenoea will DOM be liable for any ectiona taken or otaiasiona made from reliance on any 
infomaitioti contained herein fttrin whatever sources nor will DOM be liable for any othex coneequencee from any 
auch reliance. Further, certain infarratlcm and content available on the Byetem mey be provided by one or more 
third partiaa under licanaa to DCM (“Third Party Oootant**) . Tbs Third Party Content is, in each caaa, the 
copyrighted work of tbe oreator/lioeneor■ Without the consent of the applicable third party licensor* you shall 
only have the right to display the Third Party Content on your personal costmter and to view auch content for 

your personal aee. Any uee of the software other than as required to navigate the Byetoir, and utilise the 

functionality offered through the Syatem la expreasly prohibited. No right to copy, distrlbuta lin any ranaer 
through any means including without limitation rent, sales. lease, loan, or transfer), publicly display, 
publicly paiCorm ox aodify the aottware aeceaslble on the Byetem 1* granted, ur aey be tnplied by these TVttao 4 
Conditions. You aay net decompile, disaaseabla, revureo enginear. or otherwlwe actenpt to dlBcoxror the source 
coda to the software without the expresa written penniaaion of the creator/liceneor« 

10. Links to Third Party Web Sites. The Syatem ray contain links to other webeltea that axe not under the control 
of or naintained by DOAS. You acknowladge that OQAS la providixig theea links to you only am a convanienca and 
such provision of these links does not inply endorsement by DOM of tbe webeites or any part of its oofiteora* 
You further agree that DCAS la not raapcinaible tor the content or links dlv^ilayed on such websites. 

11* tndamnification. You baraby %««iva, ralaaoe* disebarga and agroa to indanoify, protsot and sava hannlasa tha 

State of Oeorgia. ite agencies, departments, sutberities and instrumentalities, and the officers, directors and 
efrployea* of aach thereinafter eotlecClvaly raferred Co ee *IotSemnit*ee''l, of and tcum any and all o]alii«. 
demands, liabilities, tosses, penalties, fines, fees, interest, awards, judgrrenta, ssttlemanc payments, ooeta 
or expensea caused by. growing out of. or otherwise happening in oonnaction witht (ai any breach of theaa Tanra 
4 CbndiCiona hereofr (b> the violation of any applicable law. rule or regulation: or Id damage to or 
destruotloci of tangible or Intangible property (including deca and softweretr Idl your miauae ox aodlftcatlon 
of tbe Systemr in %diote or in part caused by or resulting from any act or oedeslon by you. This Indenilfioation 
applies notwithstauidlng the fact that third parties or any of tbe lodeanitees may be partially responsible for 
tha avsnta giving rise to tha claim; or the dais results in a monetary obligation that a)(ce'eds any oontraotusl 
oooBiltment. Howa\*sz . if any of the Indeomitess or third parties ar* partially responsible for ths avencs 
giving tlsa to the claim, your indaim 1 float loo obligation heraundar shall apply only to tha sxtant that you 
contributed to tbe events* The foregoing Indemnity ia conditioned upon prorpt written notice of any claim, 
action or denmnd for which Indemnity la clalnwd. 

13* Relationship of Partiea. Each party shall be and act aa an independent contractor of tbe other and shall not 
bind nor atteirpt to bind tbe other Co any contract. No agency. p 0 rtoership. joint venture, enployee-erployer or 
franchisor■franchiase rslaclonahip im Intended nor created by chase Terms 4 Conditions. 

13* Miscellaneous* Bach party agrees to covply with all applicable laws* statutes, ordinanoes and regulations 
t^gatdlng unm of the System Including any trannacllona entered into aa a result of use of the Syatem. If any 
provision of theee Terra 4 Oondltioxie is held fay a court of conpecant jurisdlotion to be Invalid or 
uoonforcoabla, such datorminatlon shall not affoct tha validity or anforcaability of any otbar part or 





Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 

Even! Round Veriiun 

Event Name 

J,:';'.- ^ loi ra:: -J -"_ 

Stan Tkne FInMi Time 

:■ ... :, rrr_ '. .. I" ErT 


Event Curren^; US Ootar 

Bkte allowed in other cuivency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13;3B:2S EOT 

Total Bid Amount; 18»,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q1S 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Contact; Kathleen Lane 404/232*1144 

Phone; 

Email; Icathleen.lane9dph.ga.gov 


provision of these Terms & Condjtlone. Funher, it any provision of these Terms & CondHons Is determined to 
be unenforceable by virtue ct Its scope, but may be m^e enforceable by a limitation ol the provision, the 
provision shall be deemed to be amended to the minimum extent rreoessary to render It enforoeoble under the 
applicable law. The failure ol DOAS to entoroe any right or provision in these Terms & Conditions shall rtot 
constitute a waiver ol such right or provision. The Terms & Conditions comprise the entire agreement between 
you and DOAS and supersede all prior or contemporaneous negoliatiorw. discussions or agreements, it any. 
between the parties regarding the subject matter contained herein. The laws ol the State of Georgia shall 
govern and determme ^1 matters aris^ out of or in connection with these Terne & Conditlone and/or the use 
of this System without regard to the choice of law provisions of state law. In the event any proceeding ol a 
ouasltudicial or wdiciai nature is commenced in connection with these Terms & Conditions and/or the use ol 
this Sj^tem. such prooeedirig shal eolety be brought In a court or other fomm ot competent jurisdidion within 
FuKon Cou^. Qe^ia. This provision shall not be oonstrued as waiving aiw immunity to suit or ItablRy. 
irtcluding without limitatian sovereign immunity, which may be available to DOAS. 

14*Tb««# C.«rvw •Ctoctlvn «« of 10/31/2009 «nd vuiior««do «ny proviou* verolons. 


L«9t Updatodi 09/14/2010 





Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Ev«iiA Round 

Vcrfion 


Event Name 




Stan Tfene 

Finish Tkna 



; . • r.:r c ■ .vf i :i> 

: L : JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 130,400.00 


Bidder; Lie Resources of Georgia. Inc. 
P.O. Box 2323 
Dacula QA30Q10 
United States 


SubmM To: Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

Email: kathleen.lane9dph.ga.gov 


Appendix C - Bid Responses 

General Queations 

OuMlIon _ RiHISnte 

You must atlea rie Add Cdtiurrenu end 
Attachments* mk ot this Event to access the eRFx 
Instnicions documsm Have you compistsd this 
task'’ V 

Ccnrpany tntocmaSon 

Have you provided your company and contact 
intormaSon'’ You must provide this IntoimsSon as 
on atUxXvnsnt by didong on the link to the right 
‘Add Comments or Attachments * V 

Georgia Based 

Are you a Qeorga Based company as dshnad In 
SP0-3PO42 Supplier General Intoimason Workshaefr V 

Mnamy Busmees Ctassilicatian 

Are you a Mnonty Busnees as detlned ti 

SPD-SP042 Supplier General kitomroSon vyoiksheefr N 

Ssiee and Use Tax Compliance 

Have you oompletsd tie Sales aid Use Tax Form 

(piovidad as a link in Iha aRFP InstnicSons 

attachment)? You must provide Vie completed form 

as in attadiment by dKtnng on the link to the 

right enhSed ‘Add Comments or Attachments* V 

Small Business 

Are you a Small BuPnass enSly as defned In 

SP0-SP042 Sippllat General kiloimalion WorksheeP Y 

Ccmrrunicahon with Issuing Officer 

By answering ‘yes*, the Offeror adoiowledgas ffia 

nrie regardxig rasSicsons on tie supplier's 

oomrrunlcahon witi state staff mambars If a 

ccmmunlcaeon M quastonspia the Offaior agrees 

to contact ffie idantlled Issuing Olhcer to 

request assistanoa Yes 

PCard Payments 

Does your company accept Procurement cards as a 

meffiod ot payment? N 








Event Details (cont.) 


Biddar; 


SutMnM To: 


Contact: 

Phone; 

Email: 


OueaWon _ Haaoo n aa 

Racprocal Prafaranoe Law O.C O.A. ISO-S-OCtb) In 
which SUM n your company domicia^ 

For the purpose* of evaluation only SuppSers 
resident in the Stats ct Geoigia will be granted 
tis same piaferenoa over Suppllsrs rasidsnt in 
anohei SUM In Via same manner, on As same 
basis, and to tie same ement that preference is 
granted n awsidng bids lor the sane goods or 
sarvioes by such otiar state to Suppliers lasKtsnt 
tiaraln over Suppllert rasidanl h the State of 
Georgia 

NOTE For the puipoaes of tils law. the 
datlnmon o( a rasidant Suppllar It a Supplier 

who le donsciled si tie Sum of Oeorga Georgia 

Please salaot Via opton rat moat aocu lately 
dellnes your company baaad on the detinitons 
below 

'"Qeoigla Residant Busnaes means any business 
ra regulaify manians a place liom which 
business is physicsily oonductad In Georgie lor el 
least one yea pifor to any bid or proposal to tie 
sute or a new busmees rat is dorhaiad n 
Georgia and which regulaily maintains a place Itom 
which bussiess is physicety conducMd in Geoigia; 
provided however rat a place Itom which 
busmees is conducted ehal not Indude a post 
dtca box. a leased pnvaie mailbox. slU 
bsllar or temporary siructuis 

"A Small busaiess Is dstned as a business that 
IS sidspandently owned and operated In addtion 
such a busnass must eir ar have fewer than 300 
amptoyaee or lasa ran S30 million In grose 
nscaipts per year 

'A Georgia Reaident Smsll Busnass would bo a 
busmees fhat meets re requirements tor both a 
Georgia FtesNlsnt and Smell Business 

Also, re State encourages all companies to 
sub-contract portons of any state oonliact to 
smdl and mnority business anlarpnses 
Suppliars nMiestad n taking advanUge of re 
Georgia inoome tax moantves provided tor by re 
Oflloal Coda ot Georgia AnnoUled Section 
ea-7-3S. reiasve to the use ot mlnoirty 
suboontractois in the petlormanoe dl ooniiacts 
awarded by re Sute ot Georgia, should contact 
re Vendor Relatxxis AdmlmsVator 

Vendor RelMons Adinnlsltalot 
Depatiment ot AOmmistralive Sennoss 
200 PMdmont Avenue. S.E 
State 1308. West Tower 
ASanta. Qeor^a 30334 0010 
Telepnone (404)867-0000 


People$pft Strategic Sourcing 

Event lb Format Type Peoe 

Event Round Vereiun 

Event Name 

J,:';'.- :: '.Tl;; j V . : loi ra:: -J ."_ 

Stan Time FInMi Time 

:■ ... : . rrr_ '. .. I" ErT 


Event Current; US Dollar 

Bicte allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount: 180,400.00 


Lie Rasourcas of Georgia. Inc. 

P.O. Box 2323 
Dacula QA3OQI0 
United States 

Department ol Pubkc Health 

Georgia Depatiment of Public Health 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleertlane 9dph.ga.gov 






Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 

Even! Round Veriiun 

Event Name 

J,:';'.- ^ loi ra:: -J -"_ 

Stan Tkne FInMi Time 

:■ ... :, rrr_ '. .. I" ErT 


Bidder; 


SutMiiM To: 


Contact: 

Phone; 

Email: 


Fax: (404) aS7-e444 

Aw you a Women-Oened buane»*T 

A Cusmees (tat is at least 51% owned and 

oontiolled by one or more women and pnmanly 

managed by one or mow woman N 

Aw you a Veteran-Owned Smal bueviees’ 

Veteran-Oined Small Business as used in Ibis 

provision means a smal buslnass that (I) It at 

least 51 % unconditlonaly owned by one or more 

veterans (as defined at 3S U 8.C 101(2)); or In 

lie case at any pubfioty owned business at hast 

51 % ol tlte stock ol which Is uncondlonally owned 

by one or mow veterans, and (II) whoee management 

and dady business operations are oontrolled by 

one or mow veterans N 

Can your coiTvany be dassrfied as a Minonty Owned 
Busin •ss'7 

Select the cptlonis) below that coireotly 
Idenfifies you r company bated on lie belnr 
defirallon of a minority business 

A Mnoflty Buaness enteipnse means a smdl 
business coicem wlach Is at least St % owned and 
oontiollad by one or more minonies and it 
aulhonzed to do and la dowig butinesa under the 
laws ol the State of Oeorgia. paying all taxes 
duly accessed and domiciled wililn tiis state 

(Official Code olOeoigla Annotalsd J50-5-131). Not Applicabla 

la your company a sciulinized company^ 

Any Supplier ffiai cuaentty andior ptevioualy. 
witir the last liree years, has had buteiest 
acbvilies or olter operations outsids d lie 
United States must caifily ffiai It Is not a 
‘scrufinued company'. Aecrunnized company is a 
company conducing Dusness opeiafions in Sudan 
lial is involved In power produdon acfiviles 
mmeral extiaclion aciviwt. oil-rdated 
acbviliaB orthe production of military 
eqwpment. but exdudss a company whach can 
demonsbate any d Ihs lollaring axoaptions noted 
In O C.Q.A. SecSon 50-5-a4. Falsa cecllllcaaon 
hewunder may wsult in ovil penallea. oonliact 
teimlnalion. Ineligibillly to bid on stele 
oonliaclois tot liwe or mow yeaw and.'Oi any 
other available wmedy It tie Suppler la a 
SGitwnlzed company the Supplier shall not be 
akgble lo bid on or tubmll a proposal lor a 
oontiaci win lia Stale Entity unlest OOAS mafies a 
detsnmnalion n accordance wnh O.C.OA Secion 
50-5-84 tiat It IS n the best mtewsts d lie 
Slate to perrml Ihe scnifinized company to submit 
a bid or proposal Any scrullnlzed company 
desinng OOAS to make surTi a dsterminalion should 


Event Curran^; US Dollar 

Bicte allowed in other cuivency: No 


Bid Number; 

Bid Date: 

Total Bid Amount; 


06/0SA017 13:30:25 EOT 
180,400.00 


Lie Resources of Georgia. Inc. 

P.O. Box 2323 
Dacula QA30Q10 
United States 

Department d Pubfic Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane9dph.ga.gov 





Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 


Ev«iiA Round 

Vcrfion 


Event Neme 




Start Time 

FlnMi Time 



: . • i.:r c ■ . vf i :ii 

;: JHr T 


Event Current; US Dollar 

Bkte allowed in other currency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 160,400.00 


Bidder; 


SubmM To: 


Contact: 

Phone; 

Email: 


contact txrth DOAS and the Issuing Officer 
immediately. 

Please make a selection from the three options: 

A. I certify my company Is NOT a ’scrutinized 
oorrpany' 

B. I certify my company Is a '^crutnlzed company* 

C. I oerlty I have requested and received written 

r srmssion from DOAS to submit a response to this 
vent In accordance with O.C.G.A. Section 50-5-64. 

Do you have the mnimum number of kill oonsacuSve 

years of expenence as oetined In tie eRFP 

docienenTi You rrsrst provide tiis detalea 

Infonnalion as an altacfiment by diddng or> tie 

lln* to tie right'Add Corrmenls or Attachments* V 

Georgia Secunty Imrrvgraton 

Pursuant to O C.G A $ 13-10-01. 01 contractors 

or suboontraclors wno enter mo a contract wtth 

tie State Entty in oonnactcn vnti tie physical 

parlonrnanoe of tarvloes within tile state, shall 

repetar and parScrpata In lha federal work 

outhonzation program to verify Informabon of dl 

amptoyaas To be ellglUe (or oontraci award, the 

suppkw must ratum tie aBached torin Because 

tiis form mrrat be signed and notanzed. tie 

supplier must comply wilh the Stale Entity's 

Instiucilons for mating and receiving tile form 

Does the suppear agree to fulty comply with tile 

leqjiremantT V 

Have you oomplaled tie filandalory Response 

worksneet as detnad in tie eRFP doomenfr Y 

Standard Insurance Raquiiamanl 

It awarded are you prepared to provide insurance 

as defrad n tie sourcing evanfi V 

- Llne6ty: I -GOTTK* 

Total Line BM Amount: tSMOO 
Oeecrfplion: Agency Support Setvioae • Total 


Lte Rasouroas of Qaorgia. Inc. 

P.O. Box 2323 
Dacula QA30Q10 
United States 

Deportment of Pubkc Health 

Georgia Department of Public Heotth 

2 Peachtree Street NW 

15lh Floor 

Atlanta QA 30303 

United States 

Kalhlaan Lane 404/232-1144 
kathleerLlane9dph.ga.gov 


BtdOty: 1 


(iUMitan_ 

What is your bid pricaT 


140400 








Event Details (cont.) 


People$pft Strategic Sourcing 

Event lb Formet Type Page 

Even! Round Veriiun 

Event Name 

J,:';'.- ^ loi ra:: -J -"_ 

Stan Tkne FInMi Time 

:■ ... :, rrr_ '. .. I" ErT 


Event Curren^; US Ootar 

Bkte allowed in other cuivency: No 

Bid Number; 1 

Bid Date: 06/0SA017 13:30:25 EOT 

Total Bid Amount; 180,400.00 


Bidder; 


SubmM To: 


Contact: 

Phone; 

Email: 


Lie Resources of Georgia. Inc. 

P.O. Box 2323 
Dacula QA30Q10 
United States 

Department ol Pubtc Health 

Georgia Department of Public Heatth 

2 Peachtree Street NW 

151h Floor 

Atlanta QA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane9dph.ga.gov 





Event Details (cont.) 


People$pft Strategic Sourcing 


Evefd lb 'format 

Type Page 

Bidder; 

Life Rasourcas ol Georgia. Inc. 

P.O. Box 2323 

Eveoil Round Version 


Dacula Q A 30010 

United Stales 

Erant Nam« 


SubmM To: 

Department ol Pubkc Health 

Georgia Depailmenl ol Public Heatth 
2 Peachtree Street NW 

Start Tim« 

lit 

Finish Time 

: - jf 1 :i o.: j - r: T 


Event Currency; 

Bkte allowed in other currency: 

Bid Number: 

Bid Date: 

Total Bid Amount; 

us Oonar 

No 

1 

06/0SA017 13:30:25 EOT 
180,400.00 

Contact: 

Phone; 

Email: 

15lh Floor 

Atlanta QA 30303 

United States 

Kathleen Lane 404/232-1144 

lothleerLlane9dph.ga.gov 


Total number of attachments are : 19 

File attachments included in this bid submssion are as follows : 
Attached File Attachment Description 

Company .InfoimMon docn 

Coal Piopoaal_Una_ltam_Bud9al.-„Ula_Rasouit*s_ol_Oao«gia.Klsi 
CoMicats ot Non CoHuokxi • Ule. Reeouioes o(_aaoig»ap<l 
RFP_Add»ndom_Fonn_-.Lrt9_R«»ouroe#_o<_G«Offliapdf 
M(ndalory_Rasponsa_Wo<liali«al_> Lila Roiouicat.ol Goorgiaids 
MANDATORY RESPONSE WORKSHEET ATTACHMENT pdf 
MANDATORV.SCORED .QUESTION,-^EXPERieNC£.-_QOESTlON_ 1 pdl 
Mondoloiy Sooi«d_R«ipon>e Wo>list>M*_for_LRG (l> 

MANDATORY SCORED QUESTION • EXPERIENCE • 0UEST10N_ 1 pdl 
MANDATORY SCORED QUESTION - EXPERIENCE • QUESTION 2pd 
MANDATORY.SCORED.QUESTION - EXPERIENCE.- QUESTION_.3pi# 

MANOATORY_SCORED_OUESTION_- ORG.COMPOSITION • QUEST10N__1 pdl 
MADATOflV SCORED.QUESTIONS - STAFFING - OUES‘nON_1 pdl 
MANDATORY SCORED.QUESTION - IMPLEMENTATION 1 AND Zpdt 
MANOATORY_SCORED.QUESTIONS_-_REPORTING.-.QUESTION_3pdl 
SPD-SP064_lmmigr«1ion_ind_Saouiity_Foim pdl 
Suppllei Qanaid Inloimallan WoAihM • LRG >l« 

MANOATORY.SCORED.QUESTION -..FINANCIAL.-.QUESTION _1.pdl 
Tax Compllanco.Fonn_-_Ute.R*aouiCT*.,<d.G9or8ia pdl 






Company Information: 

Company Name: Life Resources of Georgia, Inc. 

Physical Address: 6405 Sugarloaf Pirwy, Duluth, GA 30097 
Mailing Address; P.O. Box 6375, Macon, GA 31208 
Authorized Person’s Name: Christina Middleton 
Phone Number: 678-622-5947 
E-Mail Address; chrlstina@liferesourcesga.com 



Solicitation Name Positive Alternatives for Pregnancy Date 

Solicitation Numbe DPH0000126 


Cost Proposal Worksheet 

Section 5 - Cost Proposal 

Unless otherwise specified in the eRFQ or contract agreement, all pricing should be inclusive of all costs associated with providing the services 
outlined in the eRFQ (i.e., shipping, postage, etc.). Supplemental Cost Data is neither required nor desired. 

OFFEROR INFORMATION 

Company Name _ Life Resources of Georgia, Inc. _ Contact Name _ Christina Middleton _ 

Address _ Title _ 

Address 2 _ Phone Number _ 

City, State, Zip Email Address 


BUDGET DETAIL SUMMARY 


DESCRIPTION OF SERVICES 

Unit of 

Measure 

Cost per 
Unit 

Number 

of Units 

Total Annual 

Amount 

1 

Personal Services (Salaries) 

One Year 



$115,000.00 

2 

Regular Operating 

One Year 



$20,000.00 

3 

Travel 

One Year 



$12,000.00 

4 

Equipment 

One Year 



$3,000.00 

5 

Facility Costs 

One Year 



$30,000.00 

6 

Per Diem/Fees 

One Year 



$0.00 

7 

Tel ecommuni cations 

One Year 



$2,400.00 

8 

Other--specify: Grant Meeting/Orientation/Training Expenses 

One Year 



$7,000.00 

9 

Provider Costs (Please leave this line blank. Costs to be determined by the State Entity) 




$0.00 

10 





$0.00 

11 





$0.00 

12 





$0.00 

13 





$0.00 

14 





$0.00 

Total Projected Annual Costs 

* This total cost is the amount that should be entered as the bid in Team Georgia Marketplace/Peoplesoft 

$189,400.00 


I attest the information contained in this Cost Proposal Worksheet is an accurate estimate of our organization's financial proposal 
for this bid event. 


Authorized Signature 


Page 65 of 150 


Printed Name 











































Georgia 


CERTIFICATE OF NON-COLLUSION 

By responding lo this solicitation, the supplier understands and agrees to the following; 

1. That the submitted response constitutes an offer, which when accepted In writing by the State 
Entity, and subject to the terms and conditions of such acceptance, will consMule a valid and 
binding contract between the undersigned and the State Entity; and 

2. That the supplier has read the spedflcatioru and requirements shown or referenced In the 
solicitation and that the supplier's response Is made In accordance with the provisions of such 
specifications and requirements except as expressly staled otherwise In the supplier's response: 
and 

3. That the supplier guarantees and certifies that all Items Included In the supplier's response meet 
or exceed any and al such staled spedDcations and requirements of the solldtalion except as 
expressly stated otherwise In the supplier's response; and 

4. That If awarded a contraci, the supplier wfll deliver goods arxUor services that meet or exceed 
the specifications and requirements of the sollcitatton except as expressly stated otherwise In the 
suppMer’s response: and 

5. That the response submitted by Ihe supplier shall be valid and held open for a period of one 
hundred and twenty (120) days (or such other time period as identified in the solicItsUon) 
from the flr^al sotldlation dosirtg date and that the response may be held open for an additional 
period of time subjed lo Ihe supplier's consent; and 

6. That the supplier's response Is made without prior understanding, agreement, or connection with 
any corporation, firm, or person submitting a response for the same materials, supplies, 
equipment, or services and is in all respects fair and without collusion or fraud. The supplier 
understands and agrees that collusive bidding is a violation of slate and federal law and can 
result in fines, prison sentences, and dvil damage awards; and 

7. That Ihe provisions of the OfRcial Code of Georgia Annotated, Sections 45-10>20 el seq. have 
not been violaled and vrill not be violated in any respect. 

DO NOT MODIFY THE BID/PROPOSAL CERTFICATION TERMS IN ANY WAY, THIS FORM MUST BE 

COMPLETED, SIGNED AND SUBMITTED WITH YOUR RESPONSE 


Contractor's Full Legal Name: 
(PLEASE TYPE OR PRINT) 

Life Resources of Georgia. Inc. 

/14 A • 1 i! 1 

Authorized Signature: 


Printed Name and Title of Person 
i Signing: 

Chrlstirta Middleton. Executive Director 

Date: 

5/30/17 

1 Company Addrass: 

1 

P.O. Box 6375. Macon GA. 31206 

FAX Number 


Email Address: 

christinaiSIrfereaourcasQa com 

*This table must be completed In its entirety by Ihe supplier. 


SPO-SP012 


Revised 02/11/11 























Georgia* 


RFP Addendum Form 


RFP Number: OPH0000126 

RFP Title: Positiva ARenrurtlvee to 
Pregnancy 

Requesting State Entity: OPH 

Issuing Officer Kathleen lane 

RFP Initially Posted to Internet See GPR 

eMail Address: 

Kathleen.Lane@dph.qa.gov 

Telephone: 404-232-1144 

Addendum Number: 1 

Dale: 5/27/17 


The purpose of this addendum is to: 

• Add the Questions and Answer Document to the Solicitation 


Note: in the event of a conflict between previously released information and the 
Information contained herein, the latter shall control. 

A signed acknowledgment of this addendum (this page) should be attached to 
your RFP response. 


Lite hsM 




Printed Name and Title 




Revised 02/11/11 


SPD-SPR013 


























Mandatory Questions 


These questions are Pass/Fail. To be considered responsive, responsible and eligible for award, you must answer all questions in this section with a "YES" 

to pass. 

Anv Questions vou answer with a "NO" will fail the technical reauirements and results in disaualification of the oroDosal. 

By answering "Yes," you indicate that you meet the individual requirements in the response block provided. ONLY upload documents if there is a Yes in the 
"Upload Attache with Additional Information?" column, to provide additional information about specific questions. Documents not requested in this column 

will not be evaluated. 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

Question 

# 

Questions per Proposal Factors/Categories 

Response by 
Offeror. Only 
Yes or No 

Answers 

Upload 
Attchts with 
Additional 

Information? 

Attachment File 
Name 


Organization Composition 




1 

Offeror must be a nonprofit organization incorporated in the state of Georgia with a tax-exempt status 
pursuant to Section 501(c)(3) of the Internal Revenue Code of 1986 

Yes 

No 


2 

Offeror must be registered with the Georgia Secretary of State persuant to O.C.G.A. 14-2-1501 (a) 

(2010). Authority to transact business required. 

Yes 

Yes 

Mandatory 

Response 

Worksheet 

Attachment 


Financial Stability 




1 

Offeror must have a system of financial accountability consistent with generally accepted accounting 
principles, including an annual budget 

Yes 

No 



RFP Submittals 




1 

Offeror must submit either the "Cost Worksheet-Rate Schedule" or "Cost Worksheet-Line Item 

Budget." 

Yes 

No 
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MANDATORY 
RESPONSE WORKSHEET 

ATTACHMENT 



STATE OF GEORGIA 

Secretai7 of State 

( orporations Divisiim 
313 West Tim er 
2 Martin Luther Kins. Jr. Dr. 

Atlanta. Cienrgia 30334-1530 
Annual Regisir.itiun *Electronically Filed* 

Secretary of Slate 

Filing Etote 03«9.'2017 13 44 36 

BUSINESS INFORALVTION 

Bl’SINESS NAME LIFE RESOURCES OF GEORGIA. INC 

CONTROL NUMBER 07055775 

Bl'SINESS TYPE Domestic Nonprofit Corporation 

BUSINESS INEORNLVriON CirRRENI l.V ON HUE 

PRINCIPAL OFFICE ADDRESS P.O Bax 2323. Dacula. GA. 30019. USA 

REGISTERED .VtlE.NT NAME Donna Perry 

REGISTERFID OFFICE ADDRESS . 6405 SUGAR LOAF PARKWAY, Gwinnett DULUTH. GA, 3lX)97, 
USA 

OKnCER TITLE ADDRESS 

Jan Holt Secretary 150 Dogwood Court #1 1 7R. Waleaka, GA. .301 83, USA 
Jan Holt CFO 150 Dogwood Court #1178, Waleska. OA. 30183. USA 
Jim Glover CEO 1163 Dec Kenneth’ Road, Auburn, OA, .30011, USA 
UPDATES TO ABOVE Bl'.SINESS INFORMATION 
PRINCIPAL OFFICE ADDRE.SS P O Box 2323, Dacula, GA, 30019, USA 
REGISTERED AGENT NAME Donna Perry 

REGISTERED OFFICE ADDRESS 6405 SUGAR LOAF PARKWAY, Gwinnett. DULUTH. GA, 30097, 
USA 

OFFICER TITLE .\DDRESS 

Jan Holt Secretary ISO Dogwood Court HI 178. Waleska. GA, 30183. USA 
Jan Holt CFO 150 Dogwood Court #1178, Waleska. GA, 30183, USA 
Jim Glover CEO 1163 Dee Ketmedy Road. Auburn. GA. 30011. USA 
A I TT lORl/ER 1 .\FOR.M A'lTO.N 
AlTllORI/ER SIGNATURE • Dorma Perry 

.\UTtlORI/ER TITLE Rcgtstcrccl .•\gcnt 



STATE OF GEORGIA 

Secretai'j’ of State 

( orporations I>i% Lsiiin 
31J West T«mer 
2 Martin laither King, .fr. Dr. 

Atlanta, (ieurgia 3U334-153U 
RECEIPT 

Transaction Details 

Prortuct Oescnption Busii>e«s Maine Control No Shipped Order Date Item Cost Expedite Fee Total 

Annual Registration LIFE RESOURCES OF 

GEORGIA INC 07065775 Onhne 03«»2O17 30 OO 0 00 30 00 

invoceTotal $3000 

Payment Details 

Payment Type ChecK/Reterence No. Amount 
Credit Card - American Express 002 30 00 
Payment Total; S30.00 

MxHIng Addrats: Georgia Secretary 01 Stale Corporations CKMion . 2 MLK Jr. Dr SC Su<e 3t3 Floyd West Tower. AllsNa, 
Gecrgia 30334-1530 

Phona: 14041650-2517 | Wahsita: irnpJMww.sasasQirw 


Oofl(ro)Nft D7555775 


STATE OF GEORGIA 

Secretary' of State 

r nrpot'atioiii r»i\ Islou 
J15 Ocst l OHtT 

#2 Martfn Lutbtr KinK- Jr. Dr. 

ATtaad. Gror^a 

CERTIFICATE 

OF 

INCORPORATION 


i, Kari'iiC IliuiiJel, iIk SiXfciH!) :ir Suit ai'<t ih«Ci'<p«<Hiiiiitv(.'cnimik>iOn«ro<' 
liie Slaic ai'licoiaia, hcic^' ocrtity under ihe <esl oTmy n^rn-r rtMl 

\AV1L RESOURCES OF GEORGIA. !^C. 


Ki;» been inccEpcratcii uciici. tu '.av.i df Uw SUU .J' un OU^i2097 b> 

111 .; liliHjj «r uniL'ti^ «f iiiclirruniriOT in the Office of She Seerwaxv of State and by the 
iMylnKt>rre»uprO'ided b^’ Title l-l nf tiic Official |yulufir{i.:i>ii(l 4 AiiuuUtnJ. 


I I iCESS my l.nnU ais! i>rtiuai will nS tli^ I'liy 
iinil Dip SftitP nfOetirpin c«i June 20 SD;>7 







luucit Hi’ilJrl 
fJccretJiT of State 



Mandatory Scored Queatiorta 


Oil«for« OHM* amwKf iH th* qoMtions thli ipr««dhM«t tn (tw c«4l prov<d»d 


Finu. ID Mint IIUM ttuMMQM iMIl t««u« n duniMlIUmtoii m Bn nrommL 


mw«t wfwitwt lh»<r proptmal ■>■»<» tfw iftdhHdudl rv^uk^marq and proMdw ■ supporting nsnslivs in Iho spsco providod Ths narrothw doocnpHort along wHh any raquirad 

aMpporting aaalailahi will ti« vmluaiad and awaadad points in accontanca a^ii Sactton d Piopoaal Evaluaiion and Awaid. ONLY upload doctawaaita U Ihura ia a Yao In Itw “Upload iMtacha 
wttti Addilinml lirfofinalionT* colMnn. in piuvida addllioriai InlcumacioA about apaciltc. quaationa Doctiatonia not foquaaiad in Piia coluin wIN nol t»a avalualad. 


OO MOT MCIUOI ANY COST tMPOMMATIOM IM YOUM SCMOMSf TO TMS MOSKSI^rT 


O^aaon 

d 

Ou6Stton«par PrcpoMl FaetwCanigonaa 

f^Mporda by OfToror 

Aaddswdh 

AdSItona 

infDrmMon? 

MMnr«nl FI* Ntmt 


BMaianca 


r T 1 

1 

(;4liiiQr mull Bowaw a minimum cd i vaari documtmad aapananca 
proudinf noatraci manafamani itfaca^ witn a i^lw Kopa o1 mrucaa 
eiamplea of manigemant aiper«nca ir^lat to th« acopa of 

4^M itiat outlined m tht Af d) 

l.Cv^ maaiv Ihii raqairavnani. dor tO yasra, wa have vuorhad wdh over ti 
pr«{n«'iry cara orfaniialiom. manaimg 2 ^ant proiramv on thaa baaMtf 
and prowding owiifht for frant comptoncs. 

*es 

Mandatory Scored 
Gurttom <iperir^e 

Quest on 01 

2 

Cftcror must sabmt« tst of all diefts foi wtuim saaalar sentwes. as 
d«taled in tfui HfP, have been oroviaed durrg the past three years. The 
list mutt include: dates of serwee. name of contact person, tibeof contact 
person, address, and phone numbered contact oerson 

Grant procrams were not available thrciu^ IA3 durtic the last three years, 
but we hove offered crant opportunRies to all of the Geor^ prefrsancy 
care orcanoatiprts for ubrosoto^ prohcsency tramvics |12 awardedi and 
recr.*i:ryscvf7awan}ed>from200B-20U- IRGdeveboerL aanowrvcad. 
scree'C!! owirtted. and maweaned oversifht on both franc procrami 

ves 

Mandatory Scored 

Ovestlons 

txpenenee Question 

02 

S 

Cflaior mull prouda at itaM 1 ralarancva bom tomer cl«nt% to whom 
ther pfouidad eontraut manupawwnt aatweat wdh a amilar acepa c# ivvea 
to thOM »tha loiictaCion. EaA rataiance mMSC anlide the folbwiad. 
ream nama. contact panen. phona numbm. amof addrasv and tha scop# 
of iwr^Ci 

MOrr. i/tba opancybo* nararraoavadproni/tntfuvi^^ npanev 

rWn lAer wovfd need to mriudr onr *nf<trmat\ett r^ar baAvur would 
barfa/ieud to lutuhtnaaifinip rhair apdev to mart rha daAuarwbyi m 
ixatnmd in Ifiu Af^. 

T^r^a are throe rofaianoa Mary anathod from oiganoafwni who wara 

f'jiTt rac^antk. 

le; 

Mandatory Scored 
Qaaatem • 
iApanohcoQuesbon 
0) 

4 

Cfteior must disefose any services termnated by the Olemisl and the 
reason for termination 

None 

fio 



MnortridMaedHS 


1 


1 

Cffeior mutt (roi'de a copy of the moat leoent audited hnsnc'a* report 9 a 
fvUk company The offeror m^L d not a pubk company, provide a copy 
the moat rcceal aitcmal hnonOP itetement and a letter horn then 
fiMnciannstitutfonstatthi the offeror's fmencMstatfllv. The letter rmat 
Ce on the financial inittfuvon's letterhead. 

^n.; 1 ! we area non frof t organitofiofi. we are r-'nsrdini anirt?-nai 
hnafuUI ctaiemant and a letler fromov flnancul eiittuiam itabnf our 
f hanrtal itabatty. 

*e* 

Mandalcvy Stored 
Quoftasns • feiancial 

Stabiltv Quect«n 

•1 

1 

Ofteicr muit Ssdost any pendinf or curront llifaton ideAst thou 
company t Nune type'None 'm Ihoco^menn wt.tiun 

fiuni 



1 

Cfltiv must ihtclDse anyfcankrupti.iev hM withe tail ten yoars If Mon# 
twe ’Han*’ in tha lummenii iei»i^ 

Noni 




MdamS^mdartiBualliim 




1 

Uflaidr mull ba • TOl HX^I ergarvaalen. iM.lu9n| hawrnd • beard that 
ham and suparvaaa tha aganrYs diractoi and piovMaa ovatiighf fei 
o'|a:^jationfc’ opafilront 

Weata prowdir^ a aepy of out SQlrldiKumanletwn »'rta»earpf«from 
oui trytawi rapardwe board evorvtfM 


Mandatory Stored 
Qua Stott a- 
OrfanUation 

Cai**|:4>^1 unQuc^ictn 

■ t 


TaafmttdlBSiat amaiTta 
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1 

OntfW muildiurttMihM 

•p^lCJtieii proc«u, tfuSudint announcamtnt. fwltw *nd *d«uuitr«T«n. 

anwoMWBWTWtit. ] uttvoira nmwa of «tat« fundina oMtaaiMv for oraanoat am ale 
iiH«r pro^MTV ti^pen nrifWii ot lotod M tHt QPM contact dotip«oi*d mf«bt 
«f« can aaa^. wOoa to oapfy and Now la aapV ]}aiMKa wnd No «a«t tfirau^ 
dfovt comfwjarcaroa to 1*6 « comaraNannw* lot ot known ok^Pb drwrt mrvico 
pnr/idwiL c«olttan*wnNap(inaf> waadao p»owoBiif NtodNy iroyianry ood 
rhKtonN Gocrya Aoiooation of Woo-Prqfrt Orpnaatpna. fftaaad went nwdta 
oi,aa*« d daonwa approonatai and tha UV aiMN wto apfUcation oatnietienf 

V la foraon waotiPfi and aadotart wd do offarod to anwwr appAcaiOf' qwaatioM 
mfKdngtW apptcaooa proem Waafow- lHact apdaott nil ffcoooao 
acincm«adfa«aoat e* •fcvpt et tidnapoo* 21 IPS pvaonaoi ail conduct mooi 
Ktoatofmduaomann iMcd la amikooaut 7, Sacr«a t taim in #«d 
dam ar am mat 3fA 6(Wtt llt«wn Commdtw (PRC) tall No oAHHNed t» ro»tow 
qtay<d tuimwoom anddotorrFww locuuaaaadattoatiappd TNt6RC««l 
contot of LR6 staff and k<» nduatry exortt or coat mints ifai*r*omal 
rakatondiip «d* an appkam an# G*C member v deatdied. tb« pRC member all 
•bctain tram oralupnaothat aoMcabo* AdniiMraOonrAooecafitiiallnmllatht 
•ptdeatkon but can afao uplood R to an ontne apafeation to track submlMlont aad 
tee deedknes am met Onieie ipphoation tool «fl ilbm eate of review aad 
faoktaeetwine»aittwnmetro m acemradeadtacurefocitdn Theonlne 
adpicatton proceM aepns tie appacarrt an* LRG m trackur^Mbmbsiooi 
(omm«ncatior»i aotiffcawm an* menthrv reportkag and annual report cfaatNW 
NuftNcr UkewItcraatccontdeeoaieeHetaraaanddevtlopnwfdoffroperfOma. 
tekict (Hkc CO ravirw immsadni and deterTtwie lacommaadatOM. atd ecoMct 
conmwnKidlon chantets to preseat recoramarHaittons to 0*H 

Mo 


2 

Ofteror mutt detcnbe tt>er appfo*cti to evitWttng provoer friAt 
•pplcotmps ofl a competmv« Pasts a#« fccommeoding pfowideo to OPH 

The Mddteefawofeadt ramauboMMon avllbtoondwaad NvDialMaiafTtD 
vpr tee coiapletMem of the paat aapkeaMn and to dalarrrtM oemafance with 
quwdcatum letad la AttacarTMM 7, Sacboa 3, tom k* aad tarn «f of iht Controci 
foiSarrcoa ifthaapaflcaacquainti.ai«thaaubnMMWnpMforradloiha6flC. 
TNt wMluaOanotaacN quatlbrpyawt aubraimaw bylha GRC «tl ta baaed on tbe 
Pamenta aad Korirp daaenbad la iPlArt A of tha DRH uMioeC. The Korqa wd ba 
ttanplad aad llw ai|hap acanip grant aybramiana wfl ba recammendod to Uo 
OPH 

Mo 


3 

onator mult ^eiaite thef approach to leteaihi quauhed provden to 
partMpale m th< proirvh. 

GRC mantben w*b read lha aptfkarea wNteui aoaitg elhat ewaliailBr aowfek A 
ttanuMara mnkiap report wk be cteaCad tor fudbar cBmrwPloedrarwwmna to 
Pantifv pwdar ratmenwAdatma LRG w*l ganiact appftearda whan narnirr to 

OPH. It OPn reqaarea adddreuS dbndcetiaft prior to appronnt lecwTweeedaboaa. 
iHt Oftorer »ll prowia a reapenae from tha prcwPit wthn Naa biMiem doira 

Mo 
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4 

Oftorer mua iteiaibe ttte# approach to communicoltng wftton mcoqiomo 
O f tfofttti of Irani applicactOM that have b«en approv«d b«r DPM. to OMct 
Ciofil Preotftra. 

Wm Mil noldy •Kh teplcaftl n w»tn|ai totha (Hfcom otihair frvaf 
tienmiDta. CWctrowc aotdatmt «all bm doaa Areufh m oakna lyfam far 
pmnift cemnuaiataMa wtti tar PnMtar •n«ai la amum daIrMfv Md ttrwi|h 
(t*tt cOm eaitiiad ntwl wetwi imon da%i cf Of H'a acraalanta or Oanat 

Mo 



OHerer mutt OoKribe Cher appfooch to monnorioi the conttioai 
oompIttfKC wlh the tubcontract amt eroarmc this providers tuPil al 
Mtoomroei reouffements. 

(act Dvact ClaaC &«naca Kcmdar aita racowt a tt*** aMnl, Mil ba maotond 
n erdai looltimi tarapbana vhHI tafuramania lhafdla«tncrnanaarn| 
ptBcaduM all ta uOlaad 

L VoN Mia Id vantyrwaral o«aiOf of eparaOeaa 

i. Manlantlaaeb wrrltanavalanafdKaiaelMntawaitthaeyaldulMm 
taaurad by tha xir-coalract 

S Oaam of aauwad raooitir^ 

4 Hat aaanaual raavUtdolal anrtC atewntHofmao that Pianiar* aro 
proaafr ••ferrrwd fo^rdlfti Ct»« cortmamanla ani adannal maaonp m naidad 

Mo 


• 

OHefor mutt tfnartbe Cher approoeh to procr99f«f. mspectr^ teviHvmf. 
and approwof Mocontroctors* budcets. muoioet tor otrmeft. and 
documcMiaMn cd ecpendcures 

LhS 1 Graft Admnalralar bH hbM aaraptt at procaafie ffnpaKlap ranMifp. 
andappr«w«|»«i»e«nit*eian tinligii n«oiuafor pavmiNL and dacMmotCabaa 
idcaaetdauraa. tadi aidiwmatiora bittpt«Hibao^hMiadaoart«iftbtala) 
par< lubrnMan maoM brttra GraM AaramnOracor. Itch ONaca atiimllod Ota 
■wbtsrrtractof nwal aebOt dottananiaipn of aspandiUirba lalod (lb. roMtait. 
(Mffrof ttub. att-l Old wdl ba aberpaad by ttia GaanI AdmMMiOtor pnar le 
tiPrraBoa to Ibo DPH. Unloa parforaad bytha OOH, LM a>tl coaduct oa acMaial 
rent* cl aach Orocl Cbani S«»la Pratidti hr *** MdtpandaaC corttrMd CPA 
■aWn UOdaw d thacoattoiwn of tofhEaf ftor wnVfdconpfMtr* Mahall 
htaotial raqatawMta imlar tha r*Hi- 

Mo 


7 

Ofteror mutt desaibe Cher approach to mamtamini records tor each iram 
appicanc and award 

Tht oaint prectM wit o>uw4ft tociM tofltup ttor^ot raorda 

AOdniorulkr rtpona a«d data coa ba ttportad and aavtd tor towrdi and tMtoneal 
data Old laoOiffni of mpaeL LAG wfl oho hart a Mtuiod «ttct>onic Kirtt Mrtton 
to 4o«Hlo«d ^att MpUaOOM <# thoie approvtd. aod dodbaod Data rrofr bb fltad 
as toflean. 1} AopIcjUw and aMpporWai docmanti, 21 ConirMC. $) Fawncah. ^ 
Atpurla. Si Cerib^adbntb. d| tfaVKaa tad HtrtrOurMmtrM. fdoncbly rb»orci all 
bt wpiobdad aad Ooaalobdadtoertbnt|rbtton>eaa»aelhacPfo*iav and JIG oat 
asaiaa that aiAfMaaoat art rbCMtbd ard rorwabd. Onat rarmrbd bf JC Obay 
■II ba liimfsod to OPH. 

Mo 


• 

OMarer muttdOMitboChof ippraoih to «ootda*ahe| adMioi and 
ftroipondonf hatirean cha OdH and t>rerl CtMM lomia hfovUert 

the (Irani MmlnMiaaor wM bt tha prOMry cone tel for communicpilon 
iMCh Cha OPH Tha AdmMMiattN wdl be auatiatoe to moat or oemmumcabo 
i« 4 uibfi» aiththeOPM rapreaencttho loenaufethd piogram it 
imptamentodaccofdinitoOPHiMcdittiiana. ihoMminitlroiorwlPalie 
be pnmtfv comarl fer oduroiini the tuboonirartott hi ladatdt i* 
iKup'ammatK datodi and/or OPH maatftlea and a«pdttatton4 

Tt»a Pifi#am Manafai wll M the pramarv poini ot contact tor tha 
lubrontrartora In lafard to cemetation et aotolaolieni, pieper loportind 
ar^ mainUnama el tle« UlO wdl radoa ond anaVie Protidot pro|«fM M 
(OiK^t M| eutoemea and btidieian oapandauret If ilianta reached 
ntiirnmaa are not ft lam afth lH#d|ototv e«pa«dl uiot. IPO «tP tonlaet 
Piopidbr ond aib ^ a rtonhrabon or rociueit m ociMin plan horn Piouaiar 

M a aobtlon If DM hoa oddMionaidOfumanlateM naodi IM uadi prouada a 
rMpn^ao oftp imw imf for ociion f needod 
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O^rar miiit •naila apnvMcft 4*«f liVHtf tnil NfatomantKi «n 

•iMiMinA iMn to monnof pfogfOM oni MMomot lof l^• p«aooiotf 
^OffNoncvluppOfl Wracoi 

iMf • ^ftt oM oyomwwi Omo •• erv^pMaf. tM Oftaa > MO m 

HOitl t«M0to<to aofiMtr to tM off itM ifott laptifMaOoPo* Cocfi 

MkillouttapniMfOotNoontOoMN MooHitr fopo^tog fOQMtuaoott 
«liP»tl»fOiod OffototwOi—Nr»«rtotothoytmocowtMuowirotouwo Hf 
UtaonH llawt «roM IttoltmtMOOOft On# Nouot Ofiot lf«o fm toootftfv ropatt 
•rt tub**tttO< to OfM •• OdONMOll OtOMPtf COOfMOCO (ill ■•( bf hoH f noodod 
idi(o to bt doiomito# ond^ot m porton coofttOHOlo ftoulftthool iff# >ntot 
p'nfrttMTow MMiM- UlO alt tootninct to#Jir rtmiidot Id *tl rtportti fOQuom 
»<nofo*<o>nd mmt ofropom loidPtten.mooiioHtdtoopfOiroatnO 
OkOvumot for tbo PiBpcwi P*o#oiico tuppoh Sorvteoi mot w(Mo tht ftfloatod 

rrmiKAOOll 

1 Oaowotf laOtl aport from ooct nboonboctor Itiiop lU wrytao ipoqnod 

M tta oontroif ora tbo iartnt nanlot of u*du|fKOifd iMtnii pottKaohOdm ooct 

Mrvxo booMto monlhfir tipltloi 

i. NnodrcofvcompomtHOitootatnMttoi^iroflMiado moMWi itporH 
dtftood n torn 1 woh lOo mpt*ti«d mouitod m MiMbmoM 7. loaan 1. PM 
t laobtui Pawl Mlio up protodumt iw lutmotmOm to 0 i 0 a«a>o ouM—o 
uf «i«h itMl«ompnancv ond mptato mmlbt* upwiag of mooto 
rwfWa IM all onolvH tr«d*M« a ropodlod ood ouiawnM pmofoK loaioinii 
•«« ool« tno MKtb ••ponOHuiot, idO all ioMmI •ubrnnlroitor Md mI lo* on 
Mol**oran or toowoil Md at an ploo a rwoho pnivoM and out ■mm aoow Id 
byinm Oaa «thol itaagor mo Po iifomnwmad vtOOa tho noa tO dmo from 

iiPwoaioo ^ Mian pia* 

M oddOMM. UM pbol a Nonplt afofmtbonon uitoommaMimiiiMi a 
ptrnmM* • pMMtl tomaoirani a Iho •abOOr ood mimom ^ Mo pmot pmytm o* 
■oli M ooroMmio abcoRlrocton a toot cnmptbb** tuaoaoo 

ta 


1 

fhf ofbror lowM pfo»<o m oriintioitpfal <hoft aclurtinf ol ttoff thM aiP 
M u»od m tM cootM <h« fttukinf omimi thowtM roponMi 

atlMf titOH erianoMton • dof^aphr for afoncv diroctor. 

Aa orfiniiofionp <hprt ond i bfpfropfnr of tho tiocul-w Pnoctor of Ul? it 

dttirhod 

TOt 

MadotorvScorod 

OuottvtH^SMfhng 

Ouotlanil 

1 

Tho otforoi fOMi on impiomoriuiao ploo m loaponio to t*M Rf ^ l« 

•OMiro • imoom tionillien of tarwttto 1» Im piooMod undot lh# aow 
ooMfoct Tho twimwontotw p4r> thol Pxtudo ot totU K Ro porfo»rwod 
and mititlaho doto» 

1M •« inatod an wotonanaNM flan ar ton pa Dia to lOo loapioiooiao 

nohoo of douoaoMf no« omtMoaa tor aach Mapt. ooart Palo* canaot ba pirn* IM 

1 JiO toa aatirwnod tooa homo moarod a tfact aopN af Iho lapawaoaiiai 
(*00 

Tot 

MarMaiaybcaod 

Quotfant- 
ImparnoniMion- 
Quodlan fl onddl 

1 

Tho offorot moK dOKiido thov oporooch to dOMlop oitd impMioonl dirool 
•ornlro ptovtdo* controrl* voihin 10 doyi of contton otooilio* doio 

Iho aaarhod >f*a<»m»ntoian Pto awll'M* IM> • wo of tan ont*o otptraf «• mar. 
r^moOoaa rawworiaotanoaf onaniadifort wraw amwfart, laflaonirp 
t iwiitafiea a oarioo papa* towroaa aro a poroMd mpiarofraaH ardor oorh 
MP antfon oio toifvnuraoao anO wrdoraaao. and aoporturiMaa va aabaar 
•nO maaini atalaMOf a Mtwa Oiroft wnoa proador loatmatr am oramad 

Vot 

Manrf alory dtaod 
Quorhoatw 
impamoniaan- 
Quoaian PlonddJ 
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OHoioa muM doMTiOt d» oltOHy to ooltict ond topon opproptono 
doetimoudation m roparod ^ 0#H 

Mtra tf Monf of tho Ml. our dram Mmnin^hy aoUd amtdottri 

(•nr'aad wdn aia>tMion of fto onia irtnl » 0 |fictiian tool attfi dia 
na«od»mao1 anaat Mo of IMi papim aoulo all»« ta aa of laotla and 
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fa 


t 
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mnroinmat toaf whtdi nmuM aMmr hw odioiam Oaaa romptatwa and wwoo or 
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EXPERIENCE 
QUESTION #1 



UFE RESOURCES OF GEORGIA, INC. 
EXPERIENCE, QUESTIONS #1 


UFE RESOURCES OF GEORGIA, INC- 
MANDATORY SCORED QUESTION 


EXPERIENCE 


1. Offeror must possess a minimum of 5 years of documented experience providing 
contract management services with a simliar scope of services. 

Response: 

Life Resources of Georgia Inc. (LRG) began in 2007 with the mission to advance 
the scope, effectiveness, and impact of pregnancy care organizations in Georgia. In the 
course of fulfilling this mission, we have acquired experience in the following areas: 

1. Grant Management - LRG has established two grant programs for GA 
pregnancy care organizations. These programs involved the development, 
screening, awarding, and maintenance of grants related to ultrasound 
proficiency trainings and technology. 

2. Quality Control - LRG has developed and implemented a program whereby 
centers must meet stringent qualifications and operational standards in 
order to receive the program's "seal of approval", 

3. Networking - Almost ten years ago, LRG initiated the networking of over 65 
pregnancy care organizations in GA and has maintained continuous 
communication through a statewide email distribution list, conferences, 
seminars and personal relationships. 

4. Reporting - LRG has gathered statistical information from the GA centers 
annually since 2007. 



EXPERIENCE 
QUESTION #2 



Clinic _Becky Wood_478-275-9455 |402 West Madison, Dublin. GA 31021 



List of GA oreanancv centers who have oarticioated in orevious LRG arant oroorams 















































































EXPERIENCE 
QUESTION #3 



|1ABC 

WOMEN'S CLINIC 




hire 1.2017 


Kj: LiJt; RK>>iurc:evcrvioc»r,nii 


to XV horn n may cc.:»a.M. 

I itc Kca^y.iict^ of O^'L'c^U't fLRG; Jlil^ lx‘4:it .lAKibliui^ Omits. unJ rrt>£*n,^:tty (*ifi ttm 

l< rr a <lec.Kl^ wfi pn'fe^sii.^^rltfm fXvcLrntr T.k :rm:£tlkvj to CIu.kLw M.ddlc:o.i a 
IlUwlui uuUy >.itii^Uc:i:s Uic ^■iv^:i.:^abi>'i*!f ahiii.> ard tcjcIi 

^KU CCilsUftlonlly s;::ivos <icor|p4 tlinicN arid tirttrs nesl'Air^iTi^ arc! trai'rttti}; 

i>p^>r-*iin liM nr-.i hoi I'l'oxidrc ii'.HMftifmi lijiUL44>-’*Jl Iti'-’ y^'ui* lu aaa;>'. ji vuiu.o.t> 
of in^j 'k^'i >ir.tn in •jnplcnnt:! TKY^anttC'- 

huii /VBC V/ixueii's Ciliri:.* sjietillta ly. I.il« r<e!:i>ur>.«t: nf Gei'^iri fvr<!viile:i jjprit t'iirr:l 2 i fin 
ninjRt ’n bo rrni.iorf i i lin irfd O^Kfr'icnl ultrosoi AC<. -be pi-'Aas, ovwsitiu. tjn 

t>«Jii;:b4xi >\'trc 'lartiiltu ni a Isintl^- ;tn:l prv> ex<i::*iii mariror: They bip/^ po.'iv.Lfeci rral'isn^ 
tVi'wf-.ii’rlicsftt* f.id liv'lp.sf «ftf: .p. :UOh.%‘u> foi iiU(riL'vujiuil. U.iUiof *^*Llcb >•.'}»: bcuclT. 

lu AUf. 

I l4^*in^ v^iih n»>iiina "^ery fr>r many yw- or I.RG .inH Citriiliiv K'iHclrf >.i or Pnr nf.« 

Sohiliouihctbicajsc dJiin^ LRG. it if il> jk jasau v 1m ruAinfiicn:l 1.:it Ktsc: jrtts vti ia«r^ia d 
Suutf Curlruo. Ag«ity 'in lliesiv<fT<l|j,*il vfl TurtU pn.'^,id<jcl by t'.K OtT.CLfJ Asscr.ibly b SB .i08. 

I tan h< lasnl atl«l by p n>ne .*147 K .1M 717nr csmnil hprk^v Vwhi w/ re i^Mi »i .• on* ibi* rci 
nfoiuiatiou. 


Ihajk^vao for a poi.ttvc iCfp&nSw LifcKcsti.iurctKnr CijiK'^Aa^ (':nl7a;:l Agcnty. 
Siiuxrclv. 



40? W Modison Street I P0 8ax192/ | Oubiill, Geoigie 31040-1927 | vhrvrcMnenxrlinir rcjm 
Hemline: 1.877.444.0222 1 Office; 4/8.275.9455 | F»x. 478.304.0593 
Check uul tiuf (tiurilvs on Social Media! f 




Athens 

Pregnancy 

Center 


phom n^7M-iiio 

7ft7 OfWr«rpf AvtPut 
ACN^ C«OfiMl 30606 


May 31, 2017 


To When) It May Concern: 

Life Reeourcee of Gaorgia has been an incredible organization offering encouragement, 
networfung and training opportunities to pregnancy oenlers These opportunsles have 
Btrengthened oenlars by supporting the executive directors as wen as taking a bd of the 
load off of them LRG does a professional Job of training new volunteer cl«nt advocates 
as well as new board members This brings consistency to al the centers who wd 
partidpale 

Athens Pregnancy Center underwent a medical conversion in 2008 in order to provide 
our clients wdh an ukrasound It was a very involved wid costly season for our small 
pregnancy center. One of the most encouraging aspects was learning that we could 
appty for a grant from Life Resources of Georgia to help cover the cost of training a 
Nurse Manager I was able to complete the needed toformation required for a grant and 
our center was very blessed when we learned that we had been awarded the funds to 
help cover the training cost The application process was done In a very timely manner 
with dear oommunwabon of expectations and a ska visit was soon made. After a ftd 
year of being a medical pregnancy center our number of new ctents went from 450 to 
650 and we continue to see this number Increase 

It is a pleasure to re c ommend Lite Resources of Georgia as the State Contract Agency 
for the oversight of funds provided by the General Assembly of Georgia 

Because Every Ute Counts. 

Trlda Parker 
Executive Director 


www^ttiensPregnancyCempr org 





^ SdiM) Choices 


?RE•J^ANC’« CLJSK 


Jinc 1.2017 

To Vilumi ll M j>’ Ccnucin: 

li ii li privi.rjec lo retonnicndLif^ kifjw.rccsafOajr^jiii's srr.'ifcs. LkO bus 
bwi;LT. wc huvc li'xii a 1 ki Ira:! unti Rdy on Tb:;>' tidpL'd 1 . 1:1 in 

icLsir^ out jiandad of ctjc :bi out |»tlcut3. Htcy hart'O ossbtcc ui iialttir.g jtaflt, 
'/oluiiieii's anc bcatc iiiMubets. TL«'/ hav» cor.di.ciod or. sll« evaluftiioiu. mad' 
at ggcslion^ fur sdia' Haw tmd avcnil aorc of pLlioni^, and pnanool:; hualihy 
LUininuni.i.uoa Saux. Cbd:'» hu been die reaipicni of ineir prareoalMtUbm u.d 
dedl:atiou. IV'c bav: also i':ceiv:d £aiancici aascstnr^: cbroigb tlteir 21 ant 
pfogiaixi. 

Soijui CLaiuw •arlll tcr-iinur la look u> Life Rijourew of Oeaniiu fur Jx wstx.rees 
il;c> ptuvide iiiid Ivt iLe way ib:y udiu abauL ».r ser,'iocs ar.d lhasc '■'k skt . x . If 
wc Clin ajoasi yuo I'urtLar ir. raouininendutg LKO, p.eioe do nut be^iuls lu uiL ua. 


Sincerely, 



flfiinl Hepi=Kh«!, Kx«r.t^iv« D rertoi 
icespo. ixm 

SuutJ Giaitxi Piegiur.Lv ClLnii. ' 
*sour.c chol«s...soLc ^itiuos* 

1 * Id WytxlO£. Couti 
CutiiLbij, Gcar>5iii dl'.Wd 
■,vw”ai.aounduhaxL'jpu.arij 
7Od-57j-5-2300 


kvidCwiccs 'v«franc« C.frtc • t3l> wo^/i « CCajmb.&, C««^ « Wi.322.£Ci« 

^;iLietb.Si.uiHlL * P«t >:ii>>Si>utNjChuiuaK.i«'« 

SMMif Chaixi.. Sofiti fAAttre>*.' 




FINANCIAL STABILITY 
QUESTION#! 



10;13 AM 

06/05i17 
Accrjal Basts 


Life Resources of Georgia Inc. 

Profit & Loss 

January through April 2017 


Jan - Apr 17 


Ordinuty Incomci'Expanse 
Inconve 

Ccnfarence to LRC 0.00 

10) 0 - Incoma 

1002 -SPECIAL OIFTS 300.00 

1003 BOARD a STAFF OMNO 4.175.GD 

1005 CHURCHES/REUCIDUS OROANIZAT10N 2,600.00 

1007 PREONAMCY CENTERS 3,305.05 

1UU0 FEES FOR PROgRAMS tHt>.t;U 

1010 Corfaree Fees to LRO 1.92S.C9 

1013 ■ Ptiypai ufrs«t Kvcvuiit *63.56 

1018 RVT Feel 85.C0 

Total 1000 Income 13.171.89 

Total income I3.ui.89 

gross P'Dfit 13.171.89 

Expense 

Reimbursement *41.76 

11) 0 • Personnel 

1101 • EXECUTIVE DIRECTOR 10,563.34 

1110-PICA <7.65%) 609.63 

Total 1100 • Personnel 1' .392.97 

12) 0 • Direct Costs 

1201 - CORPORATION FEES 30.00 

1210 • PRINTING 22.25 

1215- POSTAGE 73.16 

1220 ■ OFFICE SUPPLIES 343.C1 

1225-TRAVEL 1,063.67 

1230 • DIRECTORS CONFERENCE 2,067.24 

1232 • RVTMea s 191.27 

1240 • WBfiSlTB DEVELOPMENT 162.74 

1250 • CELLPHONE 348.22 


Total 1200 ■ Direct costs 4.341.56 

13)0 - Indirect Costs 

1320 - RENT 561.60 

1325 BOOKKEEPING SERVICES 82O.C0 


Total 1300 • indirect costs • 4ni fifi 

14)0 • Asset Purchases 

1401 Office Equipment _ 84.98 


Totoi 1400 Asset ^urchosee 84.08 

17) 0 • First Responders *104.94 

18) 0 BRANDING S90.Q0 

66)00 * Payroll Expenses O.QO 

Total Expense _ 17,664.41 


Net Dxlinary Income *4,492.52 

Nel Income *4.492.52 
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10;14 AM 

0C'05.'ir 
A/Ccniai BaMs 


Life Resources of Georgia Inc. 
Balance Sheet 

As of April 30,2017 


ASSETS 

Curr&nt Assets 
Ci>eckin9.'Savln98 

10001 ■ Brand Bank .• Operating 

Total Checking.'Savings 

ToUl Current Assets 

TOTAL ASSETS 

LIASILITIES & EQUITY 

Lint) limes 

Current Liabilities 

Other Current Liabilities 
24000 • Payroll Liabilities 
24100 Perm 941 Liability 
24200 ■ Ceorgie Liability 

Total 24000 Payroll Liabilities 

Total Other Current Liabilities 

Total Current Liabilrties 

Total Liobiimes 


Apr 3D. 17 


66.236.34 

56.236.34 

66.236.34 
66.236.34 


2.106.95 

268.83 


2.395.62 


2.395.82 


2.395.82 


2.395.82 


Equity 

32000 Retained Earnings S8.333.C4 

Net income -4.492.52 

Total Equity 63.340.52 

TOTAL LIABILITIES 6 EQUITY 66,236.34 















Juna 2,2017 


To whom It may concern. 


Ufa Resources of GeorRla, Inc. has been a customer of BrandBanIt since 2007. During that time, they 
have always maintalrted a sufficient balarKe and apfiear to be finarrclaBy stable. 



Assistant Vice President 

Branch Manager 

Sugarloaf Branch 

a.O. Bo« 1110 I tawrencevllle, GA 30046 

6274 Sugarloaf aarScway OutuHi, GA .30097 

0; 7/0.677.6600 

C: 676.970.4SS7 

f : 676.S18.6349 




^ >011 ttc. 44 XIU* I r»Q«»t«ZM 



ORGANIZATIONAL 

COMPOSITION 

QUESTION #1 



FEDERAL APPROVAL OF 
NON-PROFIT STATUS 
(501 c3) 



INTERHAL REVENUE SERVICE DEPARTMENT OF THE TREASURY 

P. O. BOX 2508 iiuvMouKi 

CINCINNATI, OH 4S201 


Dace: NOV 1 5 2007 


LIFE RESOURCES OF GEORGIA INC 
501 CROWN POINTK HAY STE 290 
liAHRENCEVILLE, GA 30045 


Employer Identification Number: 

26-0541427 

DLN: 

17053302011007 
Contact Person: 

RENEE RAILBY NORTON ID# 31172 

Contact Telephone Number: 

(877) 829-5500 
Accounting Period Ending: 

December 31 
Public Charity Status; 

170(b) (1) (A) (Vi) 

Form 990 Required; 

Yes 

Effective Date of Exemption: 

June 29, 2007 

Contribution Deductibility: 

Yes 

Advance Ruling Ending Date: 

December 31, 2011 
Addendum Applies: 

No 


Dear Applicant: 


We are pleased to inform you chat upon review of your application for tax 
exempt status we have determined that you are exempt from Federal Income tax 
imder section SOi(c)(3) of the Internal Revenue Code. Contributions to you are 
deductible under section 170 of Che Code. You are also qualified to receive 
tax deductible bequests, devises, transfers or gifts under section 2055 2106 

or 2522 of the Code, Because this letter could help resolve any questions 
regarding your exempt status, you should keep it in your permanent records. 

OrgaMzations exempt under section 501(c)(3) of the Code are further classified 
as either public charities or private foundations. During your advance rulina 
period, you will be treated as a public charity. Your advance ruling period 
begins with the effective date of your exemption and ends with advance ruling 
ending date shown in the heading of the letter. ^ 


Shortly before the end of your advance ruling period, we will send you Form 
8734, Support Schedule for Advance Ruling Period. You will have 90 days after 
the end of your advance ruling period to return the completed form, we will 
then notify you, in writing, about your public charity status. 


Please see enclosed Publication 4221-PC, Compliance Guide for 501(c)(3) Public 
Ch a n ties, for some helpful information about your responsibilities as an 
exempt organization. 


Letter 1045 (DO/CG) 
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f * * 

_ ,4) tc A.(*.^Ou/-,'n-’. 

PubMc Charity Stet -.i« fCorVnued) _ 


O f Ihc. BK ^^-OS^Njt. 7 p«. 11 


e S09(a)(4) an organiuUon orgafiUsJ und '^etataJ ‘»dusive>y tor taating (or public safely 

t SOSWfD yid irOlWMAXIv)—Q,-, orjfri^lon openled for the benelR of a college or univererty mat Is ovmed or 
cperated by a governmental iimt. j or 

" IT^XIXAK^an crgan!3cH>i that receives a substantial pan of iU financial support In the form 

of contributions from puh*e.v -.uopoiUKt crganizabons. fiom a governmental unll, or from the general public. 

h “9WC2)-^ organteatiOT that nn-t:.ani' racaivee not more than ooe-thW of Ite financial support from orass 
Investir^ income and^en as more then one-thrd of its financial support from oontrfbufiona. men^ersMo 
tees, and groaa receipts from actvtties related to Its exempt funcUons (aibject to certain excepbonsj. 

' '' " " In 6g or Sh. The oraarVzation wouid like the IRS to 


* cnerked box g. h. or I ai quaotan 5 Move, you must request srthsr an advance or a defeiHiva ruHno by 

selecting one ol the boxM bslow. 1 c die instructions to determine eblcb type of ruling you «e eNgUe to receive. 

* Advai^e HuHnp: SV chnckInB frifa ba« and signinQ the consent, ptitsoanl to section B501(cl441 of 

frreC^ you requea an adiro..c<! rufirig and agree to extend the statute of limKabons on the asseaimemrt 
* tax 1.3 cpply onry if you do not ealat*ah pubnWsUtue 

rung pcnod. The assessmsmt period Mffl be extended ft» the S advance rollM 
rf !° ” “ .von^. arj ti csya bryond the erxJ of the first year. You have the to refuse or tap 

ta extension t^ trviH.v3ty agieed upi'n period of tae or issuets). Pubfiostion 1035. ExtenOna the Tax 
Assass^t Pdftoa. provider a met .IctaScd explanation of your rtgMs and the conaequencee of the chofoee 
maka. I^n^ oWain Pubficatr.-, 10?S free of charge from the IRS web site at w»vw,frs.gov or by catag 
toil-free 1-80C>-«29-3«76. Signing ttilo consent wtH not deprive you of any appeal ncarts to wbiSTvou 
om^ be entitled. It you deciue mi! to extend the statute of^aZs.^ere'vS 


□ 

□ 

SK” 

□ 




Consetit Hxing Period of Lir.aislionB Upon AssMsmant of Tax Under Section 4S40 of the Intamat Revenue Coda 


Per Organization 

. .... 

Ol 0»ir. IW«^or, or ottw 

Mittioftzao 




(TV^ or print rwm of 


(Type or prm Nth or xuOally of Senw) 



For IRS Use Only 

- - 


NOV 1 5 2007 

(beid 


b Request for Oefinldvo Rulbig: Check this box If you have completed one tax year of at least 8 tuB montha and 
SH • definl^ roiing. To confirm your public support status, anavrar One 6b(D It you chodtedtoc 

0) (a) Enter 214 of Ine 8. column (e) on Part K-A. Slatomenl of Revenues and __ 

|bi Mach a showing the name and amount contobutad by each pareon, company, or organization whose 
grtls totalad more than the 214 amount «the answer Is "None.* check this box. 

(B) (e) ^ each year amounts are included on Dnee T. 2. and 9 of P»t DC-A. Statwnent of Revenues and 

taiT* "*"* ractXved from each disqualified person. If the 

aroums are mduded on Bne 9 of Part K-A. Statement of Revenuea and ExponseA attach 
a B et show xig the name of and amouni rsoefved from each payer, ofher than a disqualined person whose 
payments wm ni“B than the larger of fl) 1% of line 10. Pari K-A. Statement ofRevenucs a^' 

_ Expenses, or (2) $5,000. tf the answer Is "Tilone," check this box. 

f Did you receive any unusual grants during any of the years shown on Part K-A Slatament of n yZ 

Roveiii« ^d Expenses? » "Yes.” attach a list Including the name of the contributor, the date and 
amount of Ihe grant a brief description of the grant and explato why It is unusual. 


□ 


□ 


□ 


ta No 
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Sincerely, 



Robert Choi 

Director, Exempt Organizations 
Rulings and Agreements 


Enclosures; Pxiblication 4221-FC 
Statute Extension 


better 1045 (DO/CQ) 



LRG’S BYLAWS 

EXCERPT REGARDING 
GOVERNING BOARD’S 
AUTHORITY 


V. PURPOSE 

The purpose of Life Resources of Georgia, Inc. is to promote standards of 

excellence among pregnancy centers and related ministries within the state of 

Georgia. 

VI. BOARD OF DIRECTORS 

A. The Board shall have the full power and authority of this organization. 

B. The Board shall have up to 12 and no fewer than 2 members. 

C. Each member of the Board of Directors shall be at least 25 years of age and 
shall be a professing Christian of sound character who affirms his or her full 
agreement with the corporation's statement of faith. 

D. The Board receives no compensation other than reasonable expenses 
resulting from the execution of their duties as a member of the Board. 

E. The Board shall meet at least quarterly, at an agreed upon time and place. 

F. Terms of office for each Board member shall be three years to begin on the 
day of election and shall expire the day of election at the end of their three- 
year term. Terms shall be staggered so that one Board members' term 
shall expire each year. Therefore, the first election of board members will 
incorporate a one, two, and three-year term. 

G. Special elections may be held in the event a member of the Board is unable 
to fulfill their term of office. 

H. A majority of the Board must be present at regularly scheduled meetings and 
specially-called n’>eetings in order to conduct business. A specialty-called 
meeting will require either personal or written notice 10 days prior to the 
meeting. 

I. Any member of the Board of Directors who has a potential conflict of interest 
with respect to any proposed transaction involving the corporation shall 
promptly disclose to the remaining members of the Board all material facts 
relating to the potential conflict of interest The Board of Directors will not be 
precluded from approving any transaction in which a member of the Board 
may have a conflict of interest if the following conditions are met: (1) the 
Board member in question refrains from participating in any deliberations or 
decisions relating to the transaction, and (2) a majority of the remaining 
members of the Board determines after due investigation that entering into 
the transaction will be in the best interest of the Corporation. 


VII. BOARD OFFICERS AND DUTIES 

The officers of the Board shall be Chairman, Vice Chairman, Secretary, and 
Treasurer. Officers shall be elected annually by simple majority vote of a 
quorum of Board members The term of office will be one year with the 
opportunity for additional terms. Any officer or Board member may be 
removed from office by majority vote of the Board whenever, in its judgment 
it is in the best interest of the Corporation to do so. Vacancy of any office 



may be filled by a majority vote of a quoaim of Board members. Duties of 
each officer is as follows: 

A. Chairman: The chairman shall convene regularly scheduled Board meetings 
and shall preside or arrange for other board members to preside at each 
meeting in the following order. Vice Chairman. Secretary, and Treasurer. 

The Chairman shall also perform such other duties as from time to time may 
be assigned by the Board of Directors. 

B. Vice-Chairman: In the absence of the chairman or in the event of death or 
inability or refusal to serve, the vice chairman shall perform all the duties of 
the chairman and, when so doing, shall have all the powers of, and be 
subject to all the restrictions of the chairman. The Vice-Chairman shall also 
perform such other duties as from time to time may be assigned by the Board 
of Directors. 

C. Secretary: The Secretary shall keep the minutes of all meetings of the 
Board of Directors and shall attend to the giving and serving of all notices for 
the Corporation. This person shall maintain all corporate records as the 
Board of Directors may direct and shall perform all other duties ordinarily 
incident to the office of Secretary. The Secretary shall also perform such 
other duties as from time to time may be assign^ by the Board of Directors. 

D. Treasurer: The Treasurer shall oversee the administration of all the funds 
and securities of the Corporation. When necessary or proper, unless 
otherwise ordered by the Board of Directors, this person shall endorse on 
behalf of the Corporation checks, notes and other obligations, and shall 
deposit same to the credit of the Corporation in such depositories as the 
Board of Directors may designate, and shall sign all receipts and vouchers 
for payments made to the Corporation. This person shall sign all checks 
made by the Corporation, except when the Board of Directors shall otherwise 
direct. T^ Treasurer shall supervise the regular entering, in books of the 
Corporation, a full and accurate accounting of all moneys received ar>d paid 
on account of the Corporation. Whenever required by the Board of Directors, 
this person shall render a statement of the financial condition of the 
Corporation. This person shall at all reasonable times exhibit their books and 
accounts to any Director of the corporation, upon application at the office of 
the Corporation during business hours. The Treasurer shall also perform 
such other duties as from time to time may be assigned by the Board of 
Directors. 


VIII. COMMITTEES 

The Board of Directors may create committees as needed. The Board Chairman 
appoints all committee chairs. 

IX. FISCAL YEAR 

The fiscal year of the Corporation shall be the calendar year unless some other 
fiscal year is speofied by resolution of the Board of Directors. 



STAFFING 
QUESTION #1 
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Life Resources of Georgia Personnel Structure 
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Christina Middleton, M.Div., B.A. 

Executive Director of Life Resources of Georgia 

Biographical Information: 

• Over 8 years of non-profit management and executive leadership experience 

• Speclalue In training, coaching, and consuftlrtg tostienglheri and advacKe pregnancy cate facilities 
a Over IS years of project coordination experience 

• Able to cast vision, set goa Is, and motivate others to action 

Professional ExperietKe: 

• tamed a national healthcare accreditation through AAAHC jAcciedltation Association for Ambulatory Healthcaiel while 
serving as Executive Director of a Pregnancy Medical Qlnic 

• Lead a team of 20r paid staff and 20* volunteers in a pregnarKy medical cbnic setting 

a Lead multi-sited pregnancy care and medical organirations with a broad range of needs 

• Oversee state-viide network of pregnancy care centers in Georgia 

a Foster relationships with all Executive Directors, Boards, and Staff Members of Georgia pregnarKy care centers through 
trainliHt, coaching, consulting, standard evaluation, and strategic planning 
a Work with a state wide board to implement standards of care in pregnancy care centers across Georgia 
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IMPLEMENTATION 
QUESTION#! AND #2 



Positive Alternatives hTiplementation Plan 


Stage One: estimated three weeks 

Determine all necessary deadlines for implementation plan based upon final contract award 
date. 

Secure employment of identified Grant Administrator and Administrative staff. 

• Review insurance requirements and amend current insuraiKe policies as needed. 

Determine all requirements of DPH under the Contract and identify all compliance needs 
Contract for Positive Alternatives program website and associated online application tool and 
data collection 

Design and Build all additional necessary policies and procedures for Grant Application Process, 
reporting processes, internal compliance, communications with DPH 

• Establish separate financial/banking accounts necessary for provision of Positive Alternatives 
Grant 

Consult with accounting expert on standard practices for managing separate accounts and audit 
Communicate initial annoucKement of upcoming grant opportunity via all available networks 

Stage Two: estimated one week 

Identify Grant Review Committee and draft all application review standards 

Plan and implement marketing of grant opportunity across general audience with additional 

marketing directly to all known eligible non-profits 

• Draft all communications for grant opportunity 

Post links to online grant tool and offer printable version of grant application via website and 
communicabons attachments 

Stage Three: estimated two weeks 

Host informational meeting and webinar for interested applicants 
Prosnde Grant Review Committee orientabon and standards 

• Open applicabon process in accordance with RFP and DPH required deadlines 

Stage Four: time TBD 

Begin agency review of applications 

Begin referral of qualified application submissions to Grant Review Committee 

• Qose application process and complete all review and referral 

Stage Five: time TBD 

Receive Grant Review Committee recommendations and provide proposed award 
recommendations to DPH 

Upon DPH final approval, notify award recipients via online tool and certified mail 
Insure proper denial notices are sent via online tool and certified mail 



Stage Six: time TBO 

RevieiAi awardee contracts to insure complete tile compilation 
Communicate clear reporting requirements and invoice process to awardees 
Begin intake on reporting and invoices 
Hold webinar tor any and all process questions 

Stage Seven: time TBD 

• Begin process ot program review and reporting 
Analyze program results on quarterly and annual basis 

Hold mid-year meeting to ensure compliance arid troublesboot programmatic issues 

• Establish practice random site visits to oversee general quality of program implementation 



REPORTING 
QUESTION #3 



Due Diligence Review Form 

Due diligence refers to the process through which LRG researches an organization's hnarKial 
and organizational health and capacity. The due diligence process is not an audit or a guarantee 
of an organization's financial health or capacity. It is a review of information provided by a grant 
applicant and other sources to make an informed funding decision. 

1. How long has your organization been doing business? 

2. How many employees does your organization have, both part time and full time? 

3. What was your organizations total revenue in the most recent 12 month accounting period? 

4. How many different funding sources doos the total revenue listed in question #3 come 
from? 

5. Does your organization have a current 501(c) 3 status from the Internal Revenue Service? 
Yes I I No I I 

6. Has your organization done business under any other name or names within the last five 
years? Yes I I No I I 

a. If you answered yes to questions tt6, list the names previously used. 

7. Is your organization affiliated with or managed by any other organizations, such as a 
regional or national office? Yes I I No I I 

8. Does your organization receive management or financial assistance from other 
organizations? Yes I I No | | 

a. If yes, provide details. 

9. Does your organization have written policies and procedures for accounting processes? Yes 

□ NoD 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

10. Does your organization have written policies and procedures for purchasing processes? Yes 

□ NoD 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

11. Does your organization have written policies and procedures for payroll process? Yes Q No 

□ 

If yes, please attach a copy of the table of contents of the written policies and procedures. 



12. Which of the following best describes your organitation's accounting system? 

Manual Q Automated Q Both Q] 

13. Does the accounting system identify the deposits and expenditures of program funds for 
each and every grant separately? Yes Q No Q Not Sure Q 

14. if your organization has multiple programs within a grant, does the accounting system 
record the expenditures for each and every program separately by budget line items? Yes 
n No n Not sure Q Not Applicable Q 

15. Does the accounting system have a way to identify over-spending of grant funds? Yes Q No 
I I Not sure Q 

16. If grant funds are mixed with other funds, can the grant expenses be easily identified? Yes 
n No n Not sure Q 

17. Has an independent certified public accountant ever examine the organization's financial 
statements? Yes Q No Q Not sure Q 

18. Has any debt been incurred in the last six months? Yes I I No | | 

a. If yes, what was the reason for the new debt? 

b. What is the funding source for paying back the new debt? 

19. What Is the current amount of unrestricted funds compared to total revenues? 

20. Are there any current or pending lawsuits against the organization? Yes I I No I I 

21. If yes, could there be an impact on the organization's firrancial position? Yes Q No or Not 
Applicable Q 

22. Has the organization lost any funding due to accountability issues, misuse, or fraud? Yes I I 
NoD 

If yes, please describe the situation, including when it occurred and whether issues have 
been corrected. 



Logic Model and Evaluation 


GOALl: 




b. Screening: 


c. Training: 


4. Funding: 


5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program:_ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 

_Abortion Facts 

_Parenting through Adoption 

_Single Parenting 



b. Screening: 


c. Training: 


4. Funding: 


5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program:_ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 

_Abortion Facts 

_Parenting through Adoption 

_Single Parenting 



24/7 Hotline 

_Pregnancy Tests 

_Pre-Natal and Post-Natal Education 

_Material Aid 

_Mentoring Program 

_Post Abortion support 

_Abstinence education 

_STD/STI Information 

_Other; _ 


10. Hours open: 


Monday:_Hours: 


Tuesday:_ Hours: 


Wed.; _ Hours: 


Thurs.: _ Hours: 


Friday: _Hours: 


Sat.: _ Hours; 



11. A. Total number of clients served last year; 



Date 







LIFE RESOURCES OF GEORGIA 
PRELIMINARY GRANT APPLICATION 
PART B - ULTRASOUND PROGRAM 


1. What is the purpose of adding ultrasound to the services offered by your 
clinic? 


2. What are the expected benefits of providing the ultrasound services? 



3. Please provide details regarding the center's ultrasound program, 
Including but not limited to the following: (Attach separate sheet) 

A. Medical supervision 

B. Nurse Manager (Paid staff or volunteer) 

C. Number of nurses to be trained 

D. Medical Personnel performing ultrasound 

E. Hours ultrasound available per week 

F. Client qualifications for ultrasound 

G. Procedure to transition client from consultation room to 
ultrasound room 

H. Follow-up procedure 


4. Does your center have an ultrasound machine? 
If not, when do you expect to receive it? 


5. If your organization were to receive this grant, would you provide, on an 
annual basis. Life Resources of Georgia the same statistics that you provide 
focus on the family? 



6. Why is your organization best-suited to receive this grant? (Attach 
separate sheet if needed.) 


Name 


Title 


Date 



LIFE RESOURCES OF GEORGIA GRANT 
SITE VISIT 

CENTER NAME: 

DATE: 


1. Description of location: 


2. Description of facility: 


3. Condition of facility: 


4. Facility's ability to accommodate services offered: 


5. Description of center's decor 



6. Walk through client flow in center: 


Completed by 


Date 



CENTER NAME: 


LOCATION; 











STATEWIDE CENTER STATISTICS 
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Supplier Ger>eral Information Worksheet 
Supplltr Central mformstton 


THIS FORM SHOULD ONLY BB USBD FOR SUPPUBRS RBSPONDINO TO SOUaTATIONS POSTED DIRECTLY TO 
THE GEORGIA PROCUREMENT REGISTRY. IT SHOULD NOT BE USED WITH ELECTRONIC BIDS SOURCED 
THROUGH TEAM GEORGIA MARKETPLACE "" OR ESOURCE. 


Thi9 spreadsheet requests basic infbrmatiott concerning the Supplier arxl may establish other requirements the Supptor must 
nsetto be considered eligible for award Read each question csretuly and provide al requested answers 



Deacrtptlon 

1 

Provide Company Informntion 


Description 

Re5tpon«c 

(f-YcMOefui -j nanioi 


Atflrtrw* 1 

PO Po. 

A3d'ess 1! 


CCy 

Vac on 

Stale 

C-ec4 0 a 

Tip Ccxle 

Ti*'? 

PprvjT s 


Te-ftfihone Numhcf 

I'l'’’, f.:? 

cMait Aa2»1rc5S 

1 . • fi..t n-d.iV r-L’J '.'.'II 

2 

Reciprocal Preferonce Umr O.CQuA. S9(MI-60(b) 

In which state Is your oooipony domldletf? 

Suppliers 

Domicile (State) 


i-or ine purpose ot evglL-ston only. Suppliers rcsiScrt in me Strc ot Grcrpa rc grsmed inr 
sume pretarenc* over Suppliers resident n another state In the same manner, on the same basis, and 
lo the same extent dial rrelerence is granted In airanlng tets lor Ihe same goods or services by such 
oEhor stale to Suppkers resadeni Iheretn over Suppliers resxtent In the Sale ol Georgia NOTE: For 
me purposes ol mis law the detniuon of a resident Suppher Is a Supplier who is domiciled ti the State 
otGeorgui 


3 

Small Bualnaaa:Can your company be elaarillad as a Small BualnaaB? 

Response 


A SRutI Business is desned as a busTiess which is -ndeperdenth/ owned ar.d operated In a£38on, 
such business must hevo caher fewer then 300 emolovees or less then S30 imtion ti oross receiots 
per year 

Also Ihe State encovages al companies to sub-contract portions ot any state contract to smal end 
mincrlly business enterprises Supplers Interested in laKmg edventege at Ihe George Income lax 
ir - rnp.es provided tor by Ihe Oticlsl Code of Georgia Annotated Section 40-7-38. nelative to the use 
of mnonty subcontractors ii the perfoimance of contracts awarded by the State ot George, should 
cenftct Ihe Supplier ReMlois Adminsirilor 

Supplier Relabons Adnnistrator 

Depsrtmenf of Administrative Services 

2v0 Aertmonl Avenue. S E. 

Sulle 1308. West Tower 

ACanla Georgia 30334 9010 

Telephone (4041857-8000 

Fax 1404)657-8444 

man 

3u0 emc4oyee4 

4 

UUI y^lll 



Georj^a ResIdenI Business means any business that regjlariy mamtins a place from vmich 
business IS physically eonducled *1 Geo^a tor at least one year pnor lo any bid or proposal lo the 
state or a new business that is domiciled an Georgia and winch reguleily macitalns a place from which 
busness is physically conducted ei Georgia: provided however, that a piece horn which business Is 
conrSucled shea not indude a post office bos. a leased private maiboii site trailer. or letnpotary 
structure 

Yes 


Rewsea07roi/2<>15 


Psgel 


8Pt>8P042 





































Supplier Ger>eral Information Worksheet 


5 


Response 


G«OfgM Sn.ill '»e«irrk iffiy h 1 % 'K-'' ‘I" T ' tl' -iv" - hnfh , 1 —ir -t'- 

1) Georgia RaaldanT Budnaas • regutarly mantaina a place from wtrich bualneaa ca pnyaKaBy 
coMucIcd In Georga lor at least one year pnor to airy lad or proposal to the state or a new business 
that la domiciled m Georgia and wlach reguiaily maintains a place from which business is physMtady 
conducted In George prwided. however, that a place from which busmeas is conducted shed not 
iircljde a post offlee boa a leased prlvale mallboa sde trailer, or temporary stnjcture 

2) Small Busliwss - dedned as a business which is independently oamed and operated In adddion. 
such business must have edher fewer than 300 employees or less than $30 milion m gross receaits 
per year 





A Minorky Business entarp ■ ■ 
more mnortles and Is authonped 
accessed and donecilad within thi 

rieerii v -n' ■"! ri. iurics-T) .-t rr i-. >- --t'-l 51% mwif ^ 

to do tnd It doing buslitess under the laws of Ihe Stele of Georgia, pi 
s state (Official Coda of Gaorga Annolated $50-5-131). 

■-•r -» -.1 hy >>-.« Qi 

ayng ftl ines dliy 




^can AmeiKan 

fiu 

Hispanic / Latino 

0% 

NaiTva American 

0% 

Awn Amencan 

0% 


Paatc isiandai 

0% 

r 

wyqiir BOMPMDfs BCnilinimr eonpww I^BBIB answer «|||Mr a. RL or e at dWBBriBBB 

RWBOnBt 


Any Supplier that cunenlly eitS'or previous, wShm the last three years, has ned busmess tcfMiies or 

other operahons outside ^the Unted States, must certity that d is not a 'scnibnized corhpeny.* A 
scrutinized company Is a company corrducfing bupnass operations in Sudan that is mvcAved m 
power producHon adlvWes iraneral eilrtcllcn tctlvdles. oiLreleted actrvties. or the produchon of 
miltary egupmenl. but escLides a company which can demonstrate any of the fedowing excephant 
noted In O.C.G.A. Sechon SO-S-M. False cadtllcatlon hereunder may result ai owl panalhas. contract 
lemhMlor. inedgtimy to bid on stale contractors for three or more years, andfor any ether tvadable 
renwdy If the Suppliet is a scrutMzad company, the Suppler shad not be eSgible to bid on or 
subm: a proposal for a contract wilh lha State Enttly unless OOAS makes a determmahen In 
accordance with O C G A Seebon $0-5-64 that d Is n the bast mterasts of the Stale to paimi the 
scrutinized company to submit a bid cr propcsal Any scrutinized company deszmg DOAS to make 
such a determnation snoiAd contact both DOAS and the Issuing Oftcer mmediatety 

Pfeese answer either a. b or c In the response column of this woikshcet to ndkele your answer 
a 1 oerttfy my company Is NOT a'scrutlnlzad company* 
b 1 cerMyrnycompeny la a'scruUnizedeompany ' 

c 1 carlify 1 have reguestad and lecarved wnftan pamassion from OOAS to submit a response lo this 
Event in accordance wdh O.C.G.A Section 50-5-64 

• 

B 

HBMilfau submitted a BBWpMM TwtCaApUncefeim? 

RttflpOltiM 


To be eligtile tor contract a-werd the xvpunet must not owe taiies lothe Sate of Georgia Also In 

accordcir ce with Oficial Code of Georga Annolated $50-5-62 the State Entdy is prohibted from 
awarding any contract valued at more than $100,000 00 lo a nongovemmentai vendoi If that vendor or 
an afliiale of the vendor is a 'deeler' faling or retljslng lo collecf sales or use taxes on ds sales 
delrvtred to Gaorga Each SupiAermust submt a complatad Tax Compaance Form ISPD-SP045). 
which has been provided as a downloedable document by accessmg the leik betow In the event the 
Supplier is betig considered for contract sward land the conbact it valued at more than $100,000 00). 
theinfcemetlanprcMdedmthe TaxCompkanca Form wllbesubmmedbylheaateEnItytothe 
Georgn Department of Revenue rOOtT) for a deterrmnalion as toehelher the Supplier is a 
'prcnfoiied source' cr has other tax deficiencies The Sale &iHy reserves Ihe lyght to submt the 
Supplier s compMed form to DOR tor review even Vthe contraoi is valued at less than $100,000 00 
ricw-iinHi the Tax Compkanca form using the ink below and upload the completed form as part of 
your response 

hhp/.'dixKjaaovi'itata-ovrpmina.'ifven-itaaet-iif-orwuran'ent'rtaaa-iwIiolation-crepyation 

Yes 


R*ws*a07W1/2<>15 
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Supplier Ger>eral Information Worksheet 


idcnhVd ts • prcjnic^refl ^ourcp will be iocigibie v B'i»rard Accordrgly, ttic Offergrt* 

sTrof^y tncoursgM to cTrack ti tax stMus now and rasotva any outfTandind tax kabWas pnor to 
vjbnrMllng this lesponse Dcpatlmenl oT Revenue liaa ilenMied the followng soiwce to alow ortaron 
lo check cuiranl tax status 
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Georgia* 

TAX COMPLIANCE 


PTSTRUCTIONS TO SUPPLIERS 
Please complete the following information: 

• Supplier’s Name: Life Resources of Georgia, Inc. 

• Physical Location Address: 6405 Sugarl oaf Parkway, Duluth GA 30097 

• Federal Identification Number (FEI): 26-0541427 

• Have you ever been registered in the State of Georgia? Yes 

• E so, please provide the following information, if applicable: 

o State Taxpayer Identification Number (STI): N/A 
o Sales and Use Tax Number: N/A 
o Withholding Tax Number: 2375728-BI 

• What type of service will you perform? Grant Administration 

• Will you sell any tangible personal property or goods? No 

• Supplier’s Affiliate’s Name: N/A 

o FEI: N/A 
o STI: N/A 

o Sales and Use Tax Number: N/A 
o Withholding Tax Number: N/A 

Ethere is more than one affiliate, please attach a separate sheet listing the information above. 

• Person responsible for handling supplier’s tax issues (such as the CFO, the company tax 
officer, etc.): 

o Name: Cory Robinson 
o Telephone Number: 770-757-4870 
o E-mail Address: corv@,corvrobinsoncpa.com 

NOTICE TO SUPPLIER : 

In the event the supplier is considered for contract award, the information provided in the form will be 
submitted by the State Entity to the Georgia Department of Revenue CDOR”) for a determination as to 
whether the supplier is a “prohibited source” (as defined by O.C.G. A. §50-5-82) or whether there are 
any other outstanding tax issues. MISSING, INCOMPLETE, OR ERRONEOUS DATA MAY 
DELAY OR PROHIBIT VERIFICATION OF YOUR ELIGIBILrrY FOR CONTRACT AWARD. 

NO PROHIBITED SOURCE MAY RECEIVE CONTRACT AWARD, THEREFORE, YOU ARE 
STRONGLY ENCOURAGED TO CHECK YOUR TAX STATUS NOW AND RESOLVE ANY 
OUTSTANDING TAX LIABILITIES AND/OR MISSING TAX RETURNS. 

STATE ENTITY : Please submit this form via email to DOR at tsd-state-contractors@,dor.ga.gov for 
processing in accordance with the Georgia Procurement Manual. 


Revised: 1322/2010 


SPD-SP045 








ATTACHMENT 7 

CONTRACT SCOPE, RESPONSIBILITIES, DELIVERABLES, PAYMENT SCHEDULE 

1. SCOPE OF WORK 

The Positive Alternatives for Pregnancy and Parenting Program is established to develop a state¬ 
wide effort that promotes healthy pregnancies and childbirth by awarding funding to nonprofit 
organizations to provide pregnancy support services to women at no cost. The Contractor shall 
serve as the Contract Management Agency (“Agency”) which is responsible for administering the 
Program. The Agency will select Direct Client Service Providers (“Providers”) and subcontract 
with the Providers to provide pregnancy support services, monitor compliance of the Providers, 
and provide programmatic and financial reports to the Georgia Department of Public Health 
(“DPH”). 

2. DEFINITIONS 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference 
for the treatment and care of the client. 

Eiigibie Ciient means a woman who is a resident of Georgia, who is or believes she may be 
pregnant. 

Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning; 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 

(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client's child upon his or her birth. 
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Program means the Positive Alternatives for Pregnancy and Parenting Program established 
pursuant to O.C.G.A. § 31-2A-31 etseq. 


3. SPECIFIC CONTRACTOR RESPONSIBILITIES 

Agency shall complete the following actions, tasks, obligations and responsibilities: 

A. Develop and implement an advertising method to notify providers of the availability of funding. 

B. Develop and implement a selection process for providers based on the following DPH 
guidelines. 

i. On a yearly basis, using the guidelines below. Agency shall select Direct Client Service 
Providers to provide Pregnancy Support Services to Eligible Clients at no cost; 

ii. Application process. Agency shall create and implement a process to select Providers 
that apply for and compete to participate in the Program. Providers shall submit 
applications in a competitive application process. As part of the process. Agency shall 
require Providers to complete the application form, attached as Exhibit “A” 
Appiication to Participate in Pregnancy Support Services Program” and provide 
the required documentation. 

ill. Successful applications by Providers must demonstrate, at minimum, the following 
Provider qualifications: 

(1) Be a nonprofit organization incorporated in this state with a tax-exempt status 
pursuant to Section 501 (c)(3) of the Internal Revenue Code of 1986; 

(2) Have a primary mission of promoting healthy pregnancy and childbirth; 

(3) Have a system of financial accountability consistent with generally accepted 
accounting principles, including an annual budget; 

(4) Have a board that hires and supervises a director who manages the 
organization’s operations; 

(5) Have provided pregnancy support services for a minimum of one year; 

(6) Currently offer pregnancy tests and counseling for women who are or may be 
experiencing unplanned pregnancies; 

(7) Will be able to offer, if selected, any of the eight pregnancy support services: 
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a. Medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, 
ultrasound service, prenatal care, and birth classes and planning; 

b. Nutritional services and education; 

c. Housing, education, and employment assistance during pregnancy and 
up to one year following a birth; 

d. Adoption education, planning, and services; 

e. Child care assistance if necessary for the client to receive pregnancy 
support services; 

f. Parenting education and support services for up to one year following a 
birth; 

g. Material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other 
safety devices; and 

h. Information regarding health care benefits, including but not limited to, 
available Medicaid coverage for the client for pregnancy care that 
provides health coverage for the client's child upon his or her birth. 

(8) Maintain confidentiality of all data, files, and records of Eligible Client related to 
the services provided and in compliance with state and federal laws. 

iv. Provider’s application must demonstrate that Provider has competent experience and 
the capacity to provide any of the eight Pregnancy Support Services, through its own 
personnel and facilities or through competent and experienced third-party vendors 
under contract to Provider. 

V. Provider applications must also require the following information: 

1) Annual revenue for the prior year; 

2) Number of women who were provided pregnancy related services served during 
the prior year; 

3) Number of each of the Pregnancy Support Services provided during the prior year; 

4) Additional pregnancy related services provided; 

5) Estimate of additional number of Eligible Clients that can be served with the 
funding; 
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6) Estimate of additional number of each of the Pregnancy Support Services that can 
be provided with the funding; 

7) The amount of funding estimated to be needed for each Pregnancy Support 
Service that the applicant proposes to offer, with an itemized estimate for each; 

8) Total amount of funding requested (up to 85% of the annual revenue for the prior 
year in accordance with O.C.G.A. § 31-2A-35(b)); 

9) Copies of printed materials offered during the prior year to encourage childbirth 
instead of voluntary termination of pregnancy and which assist pregnant women or 
women who believe they may be pregnant to choose childbirth whether they intend 
to parent or select adoption for the child; 

10) A plan for reaching Eligible Clients; 

11) A plan for advertising Pregnancy Support Services; and 

12) Current location and an explanation of how it is accessible to Eligible Clients, 
vi. Agency shall also consider the following qualifications in selecting Providers: 

1) Quality of services; 

2) Office location with dedicated space to provide confidential, direct in-person 
counseling; 

3) Ability to reach Eligible Clients in need of services; and 

4) Ability to serve Eligible Clients in geographic areas of the state not covered by 
other Providers. 

C. Evaluate Provider applications on a competitive basis and recommend Providers to DPH that 
demonstrate competent experience and capacity to provide any of the required Pregnancy 
Support Services and that satisfy all minimum requirements. Agency shall provide the results 
of its Provider evaluations to DPH in a report format. 

D. Communicate written acceptance or denial of applications, that have been approved by DPH, 
to Direct Client Service Providers; 

E. Enter into a subcontract with provider for the provision of services. Agency shall use the 
attached Exhibit “B” Agreement to Provide Pregnancy Support Services. 
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F. Require Providers to submit monthly reports to the Agency. Such reports will include the 
following: 

(I) the unduplicated number of Eligible Clients who visited Provider; 

(ii) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(iii) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(iv) the unduplicated number of Eligible Clients who: 

1. carried their pregnancy to term, and chose to keep the child; 

2. carried their pregnancy to term, and chose to give the child up for adoption; 

3. chose to abort the pregnancy; and 

4. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 

G. Monitor the continuing compliance with the subcontract and ensure that Providers fulfill all 
subcontract requirements. 

H. Process, inspect, review, and approval subcontractors’ budgets, invoices for payment and 
documentation of expenditures. 

I. Maintain records for each applicant and award; and 

J. Coordinate activities and correspondence between the DPH and Direct Client Service 
Providers. 

K. Develop and implement an evaluation plan to monitor progress and outcomes for the 
proposed Pregnancy Support Services, as outlined in its application. 

L. Submit timely and complete quarterly and end of the year programmatic reports using the 
forms provided by DPH. 

M. Establish a procedure for reviewing and responding to any complaints against Direct Client 
Service Providers from Eligible Clients. 

N. Protect the confidentiality of Eligible Clients’ personal health information in accordance with 
HIPPA. 
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4. DPH RESPONSIBILITIES 


A. Publish the Direct Client Service Provider Criteria on its website. 

B. Review Agency’s recommendation for Providers to receive funding. 

C. Determine, with input from the Agency, the maximum amount to be awarded to each Direct 
Client Service Provider, and such amount shall not exceed 85 percent of the annual revenue 
for the prior year of any provider. 

D. Provide Agency written approval to communicate acceptance or denial of Providers to 
participate in the Program and provide the amount of funding to be provided during the next 
contract term. 

E. Conduct an annual audit of each Direct Client Service Provider by an independent certified 
public accountant within 120 days of the completion of its fiscal year verifying that it has 
complied with all requirements of this article and any other requirements of the DPH. 

5. DELIVERABLES 

Payment of invoices is contingent on the timely remittance of the deliverables and the submission 

of invoices. Failure to submit deliverables as required may delay or negate payment of invoice. 

A. Communicate acceptance or denials of the application to Providers within 7 days of DPH 
approval. 

B. Subcontract with participating providers within 15 days of approval. 

C. As needed, coordinate activities and correspondence between DPH and Direct Client Service 
Providers. 

D. Within two weeks of the end of the quarter, submit quarterly reports on the forms provided by 
DPH. 

E. Within 2 weeks of the end of the contract term, submit an Annual Report using the form 
provided by DPH, and submit Provider annual reports to DPH. 
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LINE ITEM BUDGET 


CONTRACTOR 

CONTRACT NUMBER 

Life Resources of Georgia, Inc. 

40500-040-17172496 

CONTRACTOR CONTACT NAME 

CONTRACTOR CONTACT PHONE NUMBER 

Christina Middleton 

678-622-5947 

Electronic Funds Transfer? o Yes (Authorization for EFT must be attached or on file) I I No 


Remit Invoices to: 


Georgia Department of Public Health 
Attn: Diane Durrence 
Diane.Durrence@dph.ga.gov 


Type of Expenses 

Total Approved Budget 
Funds 

A. Personal Services (Salaries) 

$115,000.00 

B. Regular Operating 

$20,000.00 

C. Travel 

$12,000.00 

D. Equipment 

$3,000.00 

E. Facility Costs 

$30,000.00 

F. Per Diem / Fees 


G. Telecommunications 

$2,400.00 

H. Other - specify: Grant Meeting/Orientation/Training Expenses 

$7,000.00 

Administrative Fees 

$189,400.00 



A. Provider Costs-Reimbursement of allowable costs up to the approved budget amounts as 
invoiced by providers for Pregnancy Support Services to Eligible Clients, including 

Pregnancy Support Services that are provided through a third-party vendor 

$2,810,600.00 





TOTAL 

$ 3,000,000.00 
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EXHIBIT A 

APPLICATION TO PARTICIPATE IN PREGNANCY SUPPORT SERVICES PROGRAM 


Application Guidelines and Submission Procedure: 


The attached Application Form must be completed by each applicant. 


Program Period: 
Copies to submit: 

Page Maximums: 

Send Application to: 


12 months 

1 original application via US Mail plus 1 
electronic copy via email 

Please note space limitations in each section of 
the application 

By Mail: 

TBD (Contractor Agency Name) 

Attn: 

Address 
City, State, Zip 

By Email: Contractor Agency Lead 


Application Deadline: Application must be received by : TBD 


Requirements for the Application: 

• Only nonprofit organizations in Georgia with a tax-exempt status pursuant to Section 501(c)(3) 
of the Internal Revenue Code of 1986 may apply for this funding. 

• Only organizations that have provided pregnancy support services for a minimum of one year 
may apply for this funding. 

• Applicants must have a primary mission of promoting healthy pregnancy and childbirth. 

Required Components: Please only use space allocated. See Application Form, which begins on 
page_of this document. 

Element 1- Capacity Summary (20 points): This section will focus on the organization’s mission and 
vision statement and demographic data and current numbers served for target population. 

Element 2- Potential Impact (15 points): This section will focus on the organization’s work to 
promote healthy pregnancies and parenting for vulnerable populations and strategies to address 
issues of cultural competency serving target population. 
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Element 3-Program Description (35 points): This section wiii focus on the steps and processes 
used to deiiver pregnancy support services, experience with deiivering these services, as weii as 
identifying any barriers and the strategies used to overcome these obstacies. 

Element 4-Evaluation (10 points): This section wiii focus on the criteria your organization wiii use to 
evaiuate the success of the program, using measurabie goais and objectives, evaiuation toois, etc. 

Element 5- Budget (10 points): This section wiii focus on the budget, indicating aii income, 
expenditures and the source of income/funding. Piease note any in-kind or matching funds that wiii 
support your efforts as part of your budget detaii. 

Element 6 - Sustainability (10 points); This section wiii describe efforts to sustain improvements 
and continue to deveiop the program after the contract term ends. 

Review Process 


• Appiications wiii be reviewed by_. The deadiine for submission wiii be the iast working 

day of the month preceding review. For exampie, appiications received on or before 
September 30*'^ wiii be reviewed in October. 

• Aii appiication questions must be compieted to be considered for review. 

• Faciiities wiii be notified by emaii of receipt of the appiication within ten days of submission. 

Award Notification 

Award decisions wiii be announced on or before_, 201_. Appiicants seiected for funding wiii 

be notified by phone and emaii. 

Appiicants seiected for funding wiii be responsibie for submitting monthiy program and financiai 
updates. A reporting tempiate wiii be provided. 

Instructions for submission of applications 

Piease maii your compiete appiication to: 


TBD (Contractor Agency Name) 
Attn: 

Address 
City, State, Zip 

By Emaii: Contractor Agency Lead 
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Application Form 


Name of Organization: Enter name of organization here 

Address; Enter Complete Mailing Address (include city and zip code) here 

Contact Person Compieting Appiication: 

Name, with Credentials: 

Title: 

Phone Number: 

Email Address: 

Eiement 1: Capacity Summary 

1.1. Describe your organization’s mission and vision. 


1.2 Describe your organization’s governing structure, including organizational chart, board of directors 
and biography of key leadership. 


1.3. How does this program fit within the mission/vision of the institution? 


1.4. Please provide data for services rendered during the prior year: 

# Clients who carried their pregnancy to term, and chose to keep the child 

# Clients who carried their pregnancy to term, and chose to give the child for adoption 

# Clients who chose to abort the pregnancy 

# Clients seen for whom Provider was unable to verify the ultimate decision with regard to the 
pregnancy 

Number of each of the eight Pregnancy Support Services provided: 
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1. Medical care and information: 

■ # Pregnancy tests 

■ # Sexually transmitted infection tests 

■ # Other health screenings 

■ # Ultrasound services 

■ # Prenatal care 

■ # Birthing classes 

2. # Nutritional services and education 

3. # Housing, education, and employment assistance during pregnancy and up to one 
year following a birth 

4. # Adoption education, planning, and services 

5. # Child care assistance if necessary for the client to receive pregnancy support 
services 

6. # Parenting education and support services for up to one year following a birth 

7. # Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices 

8. Information regarding health care benefits: 

■ # Medicaid coverage 

■ # Additional pregnancy related services provided 

Element 2: Potential Impact 

2.1. What practices or procedures are in place to promote healthy pregnancies and parenting? 

Include information about staff training, etc. 

2.2. Describe a project or specific strategy, if applicable, that your organization has undertaken to 
increase healthy pregnancies. 

2.3. How many additional clients do you estimate that can be served with the funding? Please explain. 

Element 3-Program Description: 

3.1. Does your organization offer medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning? 

3.2. Does your organization offer nutritional services and education? 

3.3. Does your organization offer housing, education, and employment assistance during pregnancy 
and up to one year following a birth? 
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3.4. Does your organization offer adoption education, planning, and services? 


3.5. Does your organization offer child care assistance if necessary for the client to receive pregnancy 
support services? 

3.6. Does your organization offer Parenting education and support services for up to one year 
following a birth? 

3.7. Does your organization offer material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other safety devices? 

3.8. Does your organization offer information regarding health care benefits, including but not limited 
to, available Medicaid coverage for the client for pregnancy care that provides health coverage for the 
client's child upon his or her birth? 

3.9. List community resources to which you refer clients for miscellaneous support services. 

3.10. List all organizational staff that will participate in this program (include titles and brief description 
of duties). 

Element 4-Evaluation: 

4.1. Please select the items for which you currently document: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.2. Please select the following items for which you routinely collect and analyze data: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.3. Who will be responsible for data collection for the program? 

4.4. What other methods of evaluation (if any) are currently in use? 
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4.5 Does your organization have the ability to maintain confidentiality in compliance with state and 
federal law? 

Element 5- Budget: 

5.1 Describe your organization’s system of financial accountability. 


5.2. How do you plan to use the funding? Include any plans for in-kind or matching funds. 

Element 6 - Sustainability: 

6.1 Describe how your organization will sustain increased program services once program funding 
ends. 
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Exhibit B 

AGREEMENT TO PROVIDE PREGNANCY SUPPORT SERVICES 


_ (Agency), serving as contract management agency to the 

Georgia Department of Public Health (DPH) in accordance with O.C.G.A. § 31-2A-33, hereby 

contracts with _ (Provider) to provide pregnancy support 

services to eligible clients as follows: 

1. Parties; Third Party Beneficiary. The parties to this contract are Agency and Provider. 
DPH is an intended third-party beneficiary of this Agreement. 

2. Term. This contract shall begin on _ and shall end on 

_ unless terminated earlier. Agency’s obligation to make payment under 

Paragraph 6, and Provider’s obligations under Paragraphs 7 and 8, shall survive the expiration or 
termination of this contract. 

3. Definitions. 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference for 
the treatment and care of the client. 

Eiigibie Ciient means a woman who is a resident of Georgia, who is or believes she may be pregnant. 
Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning; 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 
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(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client's child upon his or her birth. 

Program means the Positive Alternatives for Pregnancy and Parenting 
Program established pursuant to O.C.G.A. § 31-2A-31 et seq. 

4. Client Screening. Provider shall implement procedures to screen and identify Eligible 
Clients. 

5. Services. Provider will offer any or all eight Pregnancy Support Services to Eligible Clients, 
and provide such services as needed and at no charge to Eligible Clients, either through its own 
personnel and facilities or through third-party vendors under contract to Provider. If Provider elects to 
provide Pregnancy Support Services through a third-party vendor, then Provider must have a written 
agreement for referral in place which provides, at a minimum, that the vendor shall comply with the 
Standards of Conduct set out in Paragraph 9 below, and that the vendor shall not charge Eligible 
Clients for Pregnancy Support Services. 

6. Billing and Payment. Provider shall invoice and bill according to Exhibit C Expenditure of 
Funds and Exhibit D Invoice for Pregnancy Support Services which it provides to Eligible Clients, 
including Pregnancy Support Services that are provided through a third-party vendor: 

7. Audits. Provider shall have and maintain a system of financial accountability consistent with 
generally accepted accounting principles, including an annual budget. Provider shall cooperate with 
any audit conducted by or on behalf of Agency or DPH deemed necessary to verify that Provider has 
complied with all the requirements of the Program, including but not limited to furnishing information 
and documents upon request by the auditors. 

8. Reports. Provider shall maintain accurate records and shall report data to the Agency 
monthly and in an Annual Report on the forms provided by DPH. At a minimum, the monthly report 
will include the following monthly and annual aggregate information: 

(a) the unduplicated number of Eligible Clients who visited Provider; 

(b) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(c) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(d) the unduplicated number of Eligible Clients who 

i. carried their pregnancy to term, and chose to keep the child; 

ii. carried their pregnancy to term, and chose to give the child up for adoption; 

iii. chose to abort the pregnancy; and 

iv. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 
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9. Standards of Conduct. Provider shall abide by the following standards of conduct with 
regard to all Eligible Clients, and shall ensure that any third-party vendors it engages to 
provide Pregnancy Support Services does the same: 

(a) Provider shall protect the confidentiality of Eligible Clients’ personal health information 
in accordance with HIPAA and Attachment 9 Business Associate Agreement; 

(b) Provider shall provide Eligible Clients with their own personal health information upon 
request in accordance with HIPAA; 

(c) Provider shall not provide an Eligible Client with an abortion; directly refer an Eligible 
Client to an abortion provider for an abortion; or encourage or affirmatively counsel an 
Eligible Client to have an abortion, unless the client’s attending physician diagnoses a 
condition which makes such abortion necessary to prevent her death; 

(d) Provider shall not promote any religious or political cause to an Eligible Client through 
any means, including, but not limited to, counseling or written materials. This does not 
preclude the Provider from having religious or political discussions, and providing such 
written materials, in its activities that are not related to the Program. 

(e) Provider shall not represent, by suggestion, statement, or omission, that it provides 
abortion services; 

(f) Provider shall not employ any name, symbol, or slogan that represents, by suggestion, 
statement, or omission, that it is an abortion facility; 

(g) Provider shall not represent, by suggestion, statement, or omission, that it provides 
medical services, unless it employs a licensed physician or nurse on the premises to 
provide the medical services; 

(h) Provider shall provide each Eligible Client with accurate information on the 
developmental characteristics of babies and of unborn children, including offering the 
printed materials described in Code Section 31-9A-4 on fetal development and 
assistance available following a birth; 

(i) Provider shall provide information regarding the risks and consequences of pregnancy, 
childbirth, and abortion. Such information shall be accurate, scientifically based, and 
consistent with the standards of the American Medical Association and the American 
Congress of Obstetricians and Gynecologists; and 

(j) Provider shall not use the DPH name or logo in any manner, including advertisements, 
internet pages, or written materials, without the express prior written permission of the 
DPH Director of Communications. 

10. Termination. This contract may be terminated by the Agency at any time for breach or for 
convenience. 

11. Non-Discrimination. Provider shall not discriminate against any client on the basis of race, 
national origin, gender, age, religion, or any other ground prohibited by state or federal law. 
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12. Entire Agreement. This contract constitutes the entire agreement between the parties and 
supersedes any prior discussions or understandings. It may be amended only by a writing 
plainly titled “Amendment” and signed by both parties. Provider’s rights and duties under this 
contract cannot be assigned. 


This_day of_, 20_. 

AGENCY PROVIDER 


Name 

Title: 


Name: 

Title: 
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EXHIBIT C 

EXPENDITURE OF FUNDS 


Proposed Budget 

Prior to each contract term, each direct client services provider must submit for approval a proposed 
budget and budget narrative. This provides and estimation of the organization’s cost for providing 
Pregnancy Support Services. The proposed budget shall include the cost of Pregnancy Support 
Services to be provided, the personnel time spent to provide those services, and other allowable 
expenditures listed below. 

Providers will be compensated at the rate of $60.00 per hour for the personnel time spent to provide 
Pregnancy Support Services to clients 

Pregnancy tests will be reimbursed at the rate of $1.50 per pregnancy test provided to clients. 

Providers will be reimbursed for other allowable expenses that are reasonable, necessary and directly 
related to the provision of approved Pregnancy Support Services (see a full list of allowable and non¬ 
allowable expenditures at the end of this page). Providers shall include a request for these funds in 
their proposed budget and include any documentation necessary to support the request (I.e. 
description of need, pricing, etc.). 

Once approved, the budget will set out the maximum reimbursement amount for the contract term. 
Providers may submit a written request for a budget amendment. 

Remuneration for Services 

Providers will be reimbursed for expenditures for Pregnancy Support Services up to the approved 
budget amount. 

Monthiy invoice and Monitoring Report 

Providers must request payment on a monthly basis through the submission of the properly 
completed Invoice and Monthly Monitoring Report. 

The monthly invoice and report are due to the contract management agency by the 15*'^ day of the 
month. Should the 15‘^ fall on a Saturday or a Sunday, the invoice and report are due the following 
Monday. 

Procedure for incorrect invoice Packets 

The contract management agency will not correct invoices. If there are errors, providers will receive 
an e-mail and will be responsible for submitting a new corrected invoice. 

Allowable expenditures include the following: 

• Promotional items- Pens, coffee cups, etc. 

• Brochures- Non faith-based (with prior approval of content) 

• Postage and delivery- (for direct correspondence to Pregnancy Support Clients) 

• Training supplies- For program related topics (not faith-based) 

• Office supplies -As related to direct program services 
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• Printing- As related to the contract 

• Bus passes- Expense above reimbursement for client transportation to and from provider and 
health care provider 

Non-Allowable Expenditures for items listed below are prohibited: 

• Flowers 

• Plaques 

• Decorative items, such as potted plants, statues, pictures, etc. 

• Greeting cards 

• Fees and dues related to professional or occupational licenses 

• Entertainment, including food, candy, drinks, or decorations 

• Severance pay and unearned leave 

• Organizational affiliations, fund raising, or lobbying 

• Capital improvements, alterations, building construction, or renovations 

• Purchase of vehicles 

• Cash awards to employees or ceremony expenditures 

• Penalty on borrowed funds 

• Direct monetary assistance to clients 

• Development of software programs 

• Personal cellular telephones 

• Office parties, entertainment 

• Appliances for the personal convenience of the staff including microwave ovens, refrigerators, 
coffee pots, portable heaters, fans, etc. 

• Water coolers, bottled water 
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EXHIBIT D 



MONTHLY INVOICE 

Company Name 

Street Address, City, ST ZIP Code 

Phone Fax 

email 


BILL Contact Name 

To Company Name 

Street Address 

City, ST ZIP Code 
phone 

No. 

COMMENTS 


Date 

DESCRIPTION 

BALANCE 

AMOUNT 

















































AMOUNT DUE 



Remittance 

Statement # 

Statement # 

Date 

Date 

Amount Due 

Amount Due 
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ATTACHMENT 8 
INSURANCE or BOND FORMS 


Contractor shall, at a minimum, prior to the commencement of work, procure the insurance policies 
identified below at Contractor’s own cost and expense and shall furnish DPH with proof of coverage at 
least in the amounts indicated. Proof of insurance must be received by the DPH Contracts 
Administration within 10 days of execution of this contract. Proof of insurance on renewals must be 
received by DPH Contracts Administration prior to start date of renewal period. It shall be the 
responsibility of Contractor to require any subcontractor to secure the same insurance coverage as 
prescribed herein for Contractor, and to obtain a certificate evidencing that such insurance is in 
effect. Contractor shall indemnify, hold harmless and name the following as Additional Insured: DPH, 
the State of Georgia, its officers, employees and agents from any liability arising out of Contractor’s or 
subcontractor’s untimely failure in securing adequate insurance coverage as prescribed herein: 


A. 


Workers’ Compensation Insurance, the policies to insure the statutory limits established by the 
General Assembly of the State of Georgia. The Workers’ Compensation Policy must include 
Coverage B - Employer’s Liability Limits of: 


Bodily Injury by Accident 
Bodily Injury by Disease 
Bodily Injury by Disease 


$100,000.00 per employee 
$100,000.00 per employee 
$500,000.00 policy limit 


B. 


C. 


Commercial General Liability Policy(ies) as follows: 


General Aggregate Limit 

Products & Completed Operations Limit 

Each Occurrence 

Personal & Advertising Injury Limit 

Automobile Liability 

Combined Single Limit 


$ 2 , 000 , 000.00 

$ 2 , 000 , 000.00 

$ 1 , 000 , 000.00 

$ 1 , 000 , 000.00 

$ 1 , 000 , 000.00 


D. Liability for property damage in the amount of $3,000,000.00, including contents coverage for 
all records maintained pursuant to this Contract. 


E. Failure to provide Proof of Insurance within the timeframe described above will result in the 
termination of this contract. 


F. As stated above, contractor shall procure and maintain insurance which shall protect the 
contractor and the state from any claims for bodily injury, property damage, or personal injury 
which may arise out of operations under the agreement. Contractor shall procure the insurance 
policies at the contractor's own expense and shall furnish the state an insurance certificate 
listing the state as certificate holder. The insurance certificate must document that the liability 
insurance coverage purchased by the contractor includes contractual liability coverage to 
protect the state. The certificate shall be furnished no later than ten (10) business days after 
notification of the State’s intent to award a contract. In addition, the insurance certificate must 
provide the following information: 

1. Name and address of authorized agent 
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2. Name and address of insured 

3. Name of insurance company (licensed to operate in Georgia) 

4. Description of coverage in standard terminology 

5. Policy period 

6. Limits of liability 

7. Name and address of certificate holder 

8. Acknowledgment of notice of cancellation to the state 

9. Signature of authorized agent 

10. Telephone number of authorized agent 

11. Details of policy exclusions in comments section of insurance certificate 
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ATTACHMENT 9 


Department of Public Health Form GC-00901A 

BUSINESS ASSOCIATE AGREEMENT 

WHEREAS, the Georgia Department of Public Health (“DPH”) and Life Resources of Georgia, Inc. 
(“Contractor”) have entered into the attached Contract, whereby Contractor will provide functions, 
activities, or services to DPH involving the use of Protected Health Information (“PHI”) as defined by 
Health Insurance Portability and Accountability Act of 1996 (“HIPAA”); 

WHEREAS, DPH is required by HIPAA to enter into a Business Associate Agreement with entities 
which provide functions, activities, or services on behalf of DPH involving the use of PHI; 

NOW, THEREFORE, in consideration of the mutual promises contained herein, DPH and Contractor 
agree as follows: 

1. Terms used but not otherwise defined in this Agreement shall have the same meaning as those 
terms in HIPAA and Title XIII of the American Recovery and Reinvestment Act of 2009 (the Health 
Information Technology for Economic and Clinical Health Act, or “HITECH”), and in the 
implementing regulations of HIPAA and HITECH, now and as they may be amended in the future. 
Together HIPAA, HITECH, and their implementing regulations are referred to in this Agreement as 
the “Privacy Rule and the Security Rule.” 

2. Subject to the limitations of this Agreement, Contractor may use or disclose PHI only to the extent 
necessary to meet its responsibilities as set forth in the Contract, provided that such use or 
disclosure would not violate the Privacy Rule or the Security Rule if done by DPH. 

3. Contractor warrants that the individuals described on Attachment D-1 require access to PHI in 
order to perform services under the Contract. Contractor shall update Attachment D-1 as 
necessary. 

4. Contractor warrants that the individuals described on Attachment D-2 require access to a DPH 
information system in order to perform services under the Contract. Contractor shall notify the 
DPH Project Leader no less than 24 hours in advance if any other individuals will need access to 
the DPH information system 

5. Contractor warrants that only individuals designated by title or name on Attachments D-1 and D-2 
will request or access PHI from DPH, that they will only do so in the performance of services 
under the Contract, and that these individuals will only request the minimum necessary amount of 
information in order to perform those services. 

6. The parties agree that Contractor is a “Business Associate” to DPH within the meaning of the 
Privacy and Security Rule. Contractor shall comply with all obligations of the Privacy Rule and 
Security Rule that apply to DPH, and shall comply with all Privacy Rule and Security Rule 
requirements that apply to Business Associates. Contractor further warrants that it maintains and 
follows written policies and procedures to achieve and maintain compliance with the Privacy and 
Security Rules that apply to Business Associates, and that it will update such policies and 
procedures as necessary in order to comply with the and changes to the Privacy and Security 
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Rules. These policies and procedures, and evidence of their implementation, shall be provided to 
DPH upon request. 

7. All communications related to compliance with this Agreement will be forwarded to the following 
Privacy and Security Contacts: 

A. At DPH: Meredith Grant 

HIPAA Privacy Officer, Office of General Counsel 

2 Peachtree Street, NW, 9**^ Floor 

Atlanta, Georgia 30303 

Meredith.Grant@dph.ga.gov 

404-232-1682 

Tamika Bass, CISA, CRISC, CBCP 

Chief Information Security Officer, Office of Information Technology 

2 Peachtree Street, NW, 12‘^ Floor 

Atlanta, Georgia 30303 

Tamika.Bass@dph.ga.gov 

404-463-0802 


B. At Contractor: 


8. Contractor further agrees: 

A. Contractor will not request, create, receive, use or disclose PHI other than as permitted or 
required by this Agreement, the Contract, or law. 

B. Contractor will establish, maintain and use appropriate administrative, physical, and 
technical safeguards to prevent loss, use, or disclosure of the PHI other than as provided 
for by this Agreement, the Contract, or law. 

C. Contractor will implement and use administrative, physical, and technical safeguards that 
protect the confidentiality, integrity and availability of the electronic PHI that it creates, 
receives, maintains, or transmits on behalf of DPH. 

D. In addition to the safeguards described above. Contractor shall impose access controls 
that restrict access to PHI to the individuals listed on D-1 and D-2, as amended from time 
to time. 

E. Contractor will password-protect and encrypt all electronic PHI for transmission and for 
storage on portable computers and media devices. 

F. Contractor will mitigate, to the extent practicable, any harmful effect that result from a loss, 
use, or disclosure of PHI by Contractor in violation of the requirements of this Agreement, 
the Contract, or law. Contractor shall bear the costs of mitigation, which shall include the 
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reasonable costs of credit monitoring or credit restoration when the use or disclosure 
results in exposure of information commonly used in identity theft (including name, date of 
birth, and Social Security Number.) 

G. Contractor will maintain a written Business Associate Agreement with any agent or 
subcontractor that will create, receive, maintain, or transmit on Contractor’s behalf any PHI 
pertaining to DPH. Such Agreement shall provide that Contractor’s agent or subcontractor 
agrees to the same restrictions and conditions of this Agreement with respect to PHI that 
Contractor receives from DPH, and that Contractor’s agent or subcontractor assumes the 
same duties with regard to the PHI that Contractor has assumed under this Agreement. 
Contractor further agrees that if it becomes aware of a pattern of activity or practice of its 
agent or subcontractor that constitutes a material breach or violation of its agreement with 
Contractor, then Contractor shall take reasonable steps to cure the breach or end the 
violation, and if such steps are unsuccessful, terminate the agreement. 

H. Contractor will immediately report to DPH any “Breach” as defined by 45 CFR 164.402, 
and any known or suspected loss, use, or disclosure of PHI that is not authorized by this 
Agreement, the Contract, or law. 

I. Make an initial report to DPH in writing in such form as DPH may require within three 
business days after Contractor learns of a suspected unauthorized loss, use, or disclosure 
of PHI. This report will include the following: 

i. The nature of the loss, use, or disclosure, a brief description of what happened, the 
date it occurred, and the date Contractor discovered the incident; 

ii. The specific data points of PHI involved in the loss, use, or disclosure; 

ill. The names of all persons with knowledge of the loss, use, or disclosure, and the 

names or categories of persons who may have obtained access to the PHI as a 
result; 

iv. The corrective or investigative actions taken or to be taken in order to mitigate 
harmful effects, and to prevent further losses, uses, or disclosures; 

V. Recommended protective actions to be taken by individuals whose PHI may have 
been lost, used, or disclosed; and 

vi. Whether Contractor believes that the loss, use, or disclosure constitutes a Breach. 

J. Contractor will, upon request by the DPH Privacy Officer or the DPH Information Security 
Officer, provide a complete report of the Breach to DPH including a root cause analysis 
and a proposed corrective action plan. Upon request by DPH, Contractor shall implement 
the corrective action plan and provide proof of implementation. 

K. Contractor will report to the DPH Privacy Officer and the DPH Information Security Officer 
any successful unauthorized access, modification, or destruction of PHI or interference 
with system operations in Contractor’s information systems as soon as practicable but in 
no event later than three business days of discovery. 
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L. Contractor will cooperate with DPH and provide assistance necessary for DPH to 
determine whether a Breach has occurred, and whether notification of the Breach is legally 
required or otherwise appropriate. 

M. If DPH determines that a Breach has occurred as a result of Contractor’s loss, use, or 
disclosure of PHI or failure to comply with obligations set forth in this Agreement or in the 
Privacy or Security Rule, then Contractor will provide all required notices to affected 
individuals, the Secretary of the U. S. Department of Health and Human Services, and the 
media, at Contractor’s expense and in accordance with 45 C.F.R. Part 164 subpart D. 
Such notices shall be submitted in advance to the DPH Privacy Officer for approval. 

N. Contractor will honor requests by DPH or by an individual for access to the individual’s own 
PHI in accordance with 45 CFR 164.524; to make PHI available for amendment, and to 
incorporate such amendments into a designated record set in accordance with 45 CFR 
164.526; to provide an accounting of all disclosures of the individual’s PHI in accordance 
with 45 CFR 164.528; to document any such requests and the Contractor’s response; and 
to notify DPH as soon as practicable of any such requests. 

O. Contractor will provide access to the Secretary of the U.S. Department of Health and 
Human Services to Contractor’s books and records and policies, practices, or procedures 
relating to the use and disclosure of PHI received from DPH, or created or received by 
Contractor on behalf of DPH. 

P. In addition to any indemnification provisions in the Contract, Contractor will indemnify DPH 
from any loss or liability resulting from any violation of the HIPAA Privacy and Security 
Rules or Breach that arises from the conduct or omission of Contractor or its employees, 
agents, or subcontractors. Such liability will include without limitation all actual and direct 
costs, settlement payments, damages awarded, civil penalties, litigation expenses, and 
attorneys’ fees incurred by DPH. 

9. Unless otherwise provided by law, DPH agrees that it will: 

A. Notify Contractor of any new limitation in DPH’s Notice of Privacy Practices in accordance 
with the provisions of the Privacy Rule if such limitation will affect Contractor’s use or 
disclosure of PHI. 

B. Notify Contractor of any change in, or revocation of, permission by an individual for DPH to 
use or disclose PHI if such change or revocation will affect Contractor’s use or disclosure 
of PHI. 

C. Notify Contractor of any restriction regarding its use or disclosure of PHI that DPH has 
agreed to in accordance with the Privacy Rule if such restriction will affect Contractor’s use 
or disclosure of PHI. 

D. Before agreeing to any changes in or revocation of permission by an individual, or any 
restriction to use or disclose PHI, DPH will contact Contractor to determine feasibility of 
compliance. DPH agrees to assume all costs incurred by Contractor in compliance with 
such special requests. 

10. The effective date of this Agreement shall be the same as that of the Contract. Unless otherwise 
terminated, this Agreement shall continue until all of the PHI provided by DPH to Contractor, or 
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created or received by Contractor on behalf of DPH, is destroyed or returned to DPH. 

A. Termination for Cause. Upon violation of a material term of this Agreement by Contractor, 
DPH may provide an opportunity for Contractor to cure the breach and, if Contractor fails 
to cure the breach, terminate the contract upon 30 calendar days’ notice. 

B. Termination for Convenience. In the event that the Contract is terminated for any reason, 
then DPH may terminate this Agreement for convenience. 

C. Effect of Termination. 

i. Upon termination of this Agreement, DPH shall determine whether return or 
destruction of PHI is feasible. If so, then Contractor shall at the direction of DPH 
either destroy the PHI or to return it to DPH, keeping no copies. If DPH determines 
that return or destruction is not feasible, then Contractor shall continue to 
extend the protections of this Agreement to the PHI for as long as Contractor 
maintains the PHI, and shall limit the use and disclosure of the PHI to those 
purposes that make the return or destruction of the PHI infeasible. 

ii. The obligations imposed upon Contractor with respect to its care, use, and 
disclosure of PHI, and its duty to comply with the Privacy and Security Rule with 
regard to such PHI, shall survive the termination of this Agreement and the 
termination or completion of the Contract. 

11. Nothing in this Agreement is intended to confer any rights, remedies, obligations, or liabilities upon 
anyone other than DPH and Contractor. 

12. This Agreement is intended to supplement, and not to diminish or alter, the terms and conditions 
of the Contract. 

Life Resources of Georgia, Inc. 


BY: _ 

SIGNATURE 


TITLE 


DATE 
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ATTACHMENT D-1 


Individuals Permitted to Receive, Use, and Disclose DPH PHI 

The following individual, as employees or agents of Contractor, need access to DPH Protected Health 
Information in order for Contractor to perform the services described in the Contract: 

• Title:_ 

• Title:_ 

• Title:_ 

• Title:_ 

• Title:_ 


Approved methods of secure delivery of PHI between Contractor and DPH: 

• Secure FTP file transfer (preferred) 

• Encrypted email or email sent through “secure tunnel” approved by DPH Information Security 
Officer 

• Email of encrypted document (password must be sent by telephone only) 

• Encrypted portable media device and tracked delivery method 

Contractor must update this list as needed and provide the updated form to the DPH Project Leader. 
Use of DPH Protected Health Information by individuals who are not described on this Attachment D- 
1, as amended from time to time, is a violation of the Agreement. 

DPH Project Leader Contact Information: 
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ATTACHMENT D-2 


Part 1: 


Please initial beside the correct option. Please select only one option. 

_ Contractor DOES NOT need any user accounts to access DPH Information Systems. 

Do not complete Part 2 of this form. 

_ Contractor DOES need user accounts to access DPH Information Systems. Please 

complete Part 2 of this form. 


Part 2: 


Please complete the table below if you indicated that Contractor DOES need any user accounts to 
access DPH Information Systems. Please attach additional pages if needed. 

List of Individuals Authorized to Access a DPH Information System Containing PHI 

The following individuals, as employees or agents of Contractor, need access to DPH Information 
Systems containing DPH Protected Health Information in order for Contractor to perform the services 
described in the Contract: 


Full Name 

Employer 

DPH Information 

System 

Type of Access 
(Read only? Write?) 






















The DPH Project Leader must submit a completed DPH Network Access Request Form for each 
individual listed above, and for anyone who might later be added to this list. 

Contractor must notify the Project Leader identified in the Contract immediately, but at least within 24 
hours, after any individual on this list no longer needs the level of access described. Failure to 
provide this notification on time is a violation of the Agreement. 

Contractor must update this Attachment D-2 as needed and provide the updated form to the 
DPH Project Leader. 


[DPH Form GC-00901A (Rev. 7.2.2013)] 
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